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PREFACE 

TO THE FIRST EDITION. 



The Author of this little work entreats 
that it may be considered and judged of as 
the labour, or rather the amusement, of an 
amateur ; whose chief object has been to 
facilitate to the Tyro in the art, the making 
and choice of artificial flies, on a plan of 
elucidation derived from personal expe- 
rience. 

Having himself sorely felt the inade- 
quacy of mere verbal instructions to enable 
him to imitate the natural fly correctly, or 
even approximatively, and the little utility 
of graphical illustrations unaccompanied 
by the principal requisite, viz. colour, he 
has been induced to paint both the natural 
and artificial fly from nature, to etch them 
with his own hand, and to colour, or su- 
perintend the colouring of each particular 
impression. 

He therefore presumes to hope that he 
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IV PREFACE. 

has succeeded in giving a useful collection 
of the leading flies for every month in the 
season, and that any one, who may be led 
by it to a choice of flies from the stock of 
the manufacturer, or to the construction 
of his own, will not have cause to repent 
of having consulted the catalogue, chiefly 
composing the fourth Chapter. 

But since in his endeavours to improve 
the art of fly -making, careful observations 
were made relative to some of the habits 
of the Trout and Grayling, and of many 
insects upon which these fish prey ; it is 
hoped that a few of these observations, 
intermixed with a little useful information, 
and some remarks on other points more or 
less connected with the principal subject, 
will not be thought inappropriate. These 
form the subjects of the three preceding 
Chapters. 

Chiswick, June, 1836. 



PREFACE 



TO THE SECOND EDITION. 



The favourable judgment passed upon these 
humble labours, by the respectable Maga- 
zines and Journals which have conde- 
scended to review them, the promptitude 
with which indulgent brother anglers have 
responded to that decision, and the very 
encouraging terms in which it was pro- 
nounced, have constituted the natural and 
pleasing motives for printing this second 
edition. 

A correction (concerning the weight of 
Trouts, usually rising to a fly,) with which 
the learned and tasteful Christopher North 
seasons his most grateful dish of praise, is 
adopted on the occasion, with profound 
reverence, by one, who, although not 
ranking amongst the elite of Scottish 
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VI PREFACE. 

Anglers, ever rejoices in doing fealty and 
honour to the great and glorious modern 
Sire of every true born British Angler.* 

To a friend in need and in deed^ C. S. 
Hall, Esq., his sincere acknowledgment of 
deep obligation for timely and efficient 
support must, also be specially expressed ; 
and from an experienced sportsman, his 
judicious reviewer, in the New Sporting 
Magazine, he cannot (however irregular 

the proceeding may be) withhold his 
hearty thanks. 

He also avails himself of the oppor- 
tunity to publicly apologize for not having 
adequately met some of the earlier demands 



* Vide Blackwood's Edin. Mag. June, 1838 ; New Monthly 
Mag. Aug. 1836; New Sporting Mag. Sept. and Oct. 1836; 
Examiner, Sept. 26th, 1836; Atlas, Aug. 13th, 1836; Lite- 
rary Gazette, July 15th, 1836; Staffordshire Advertiser, 
Aug. 13th and 20th, 1836, and June 9th, 1838. 

The view to interests near at home, which is (avowedly) 
mixed up with a higher motive in citing these valuable autho- 
rities, will perhaps be deemed excusable, seeing that a fry of 
" odd little Jish'^ (which the consummate eloquence of the 
great Christopher himself could never induce to devour a 
single Green Dragon, either alive, sauced, or painted) must 
nevertheless be supplied with something to rise at every day, 
and trained, at leasts to distinguish the Little-dark-spinner 
from the Great-dark-drone. 
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for copies. The insufficiency partly arose 
from a strong determination to spare no 
pains upon the colouring of the flies and 
palmers ; but he begs leave to assure his 
future patrons, that, although practice has 
now enabled him to maintain an ample 
stock of paintings, it has not impaired that 
resolve in the smallest degree. Indeed 
a new incentive to exertion arises from 
the recent appearance of other works on 
angling, which, valuable as they may be 
in many respects, are not, in his partial 
opinion, at all calculated to satisfy the 
cAeef wants and wishes of the accomplished 
fly-fisher ; coloured flies and palmers being 
wholly omitted in them. 

This edition results from a careful re- 
vision of the former, and comprehends 
several improvements, amongst which may 
be reckoned greater exactness in the de- 
lineation of certain hooks, and the addition 
of a frontispiece. 

The two little foot notes at pp. 14. and 
16. are mere indices to some good remarks 
and experiments relative to the iris colours 
of, and to the sense of taste in, fish, &c. 
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and are intended for the use of such curious 
Anglers as may not happen to have con- 
sidered these subjects in the light in which 
they are there presented. Wider discus- 
sions might soon have become incompatible 
with our wish to avoid the error (often not 
wholly avoided even in these manuals) of 
speaking too much of, to, or for one's vain 
self. 



Chiswick, June, 1839. 



PREFACE 

TO THE THIRD EDITION. 



The Author joyfully embraces this oppor- 
tunity of congratulating his brothers of the 
Rod, upon the manifest advances which 
our delightful art is making. The zeal, 
constantly animating his unpretending en- 
deavours to contribute towards its improve- 
ment, receives ample encouragement, by a 
loud call for this third edition, by the con- 
tinued approbation of experienced fisher- 
men and kind friends, and by large demands 
for his " home-made" flies and palmers ; 
insomuch, that what at the time of printing 
the first edition was little more than his 
own amusement has become an occupation 
ministering to the innocent recreation of 
many. Whilst these powerful incentives 
abide, that zeal will not abate. 

Chiswick, June 22, 1844. 
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FLY-FISHER'S ENTOMOLOGY, 



CHAPTER I. 

OBSERVATIONS ON THE TBOTJT AND GBATLING. 

Of the Tbout. Measurement, Weight, Fins, Colour, Condition, 
Haunts, &e. Description of a Fishing-hut or Observatory. The 
Trout's sense of Hearing. Sight. Taste and Smell. Manner 
of feeding, &c. Form, Weight, Fins, &c. of the Gbatuno. 
Colour. Condition. Haunts. Food. 

Of the Trout there are several species or varieties 
described by Naturalists and Anglers, but the 
observations which follow are chiefly applicable 
to the Salmo Fario, or common Trout. 

This much-esteemed fish, when in the best 
condition, generally measures from the nose to 
the fork of the tail twice as much as the girth. 
The weight of those usually taken with the fly is 
from two ounces to two pounds and a half, and 
of those sometimes taken from four to five pounds, 
but all under three or four ounces are too small 
for the creel. 

He has eight fins, (viz.) one dorsal, one anal, 
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2 OBSERVATIONS 

one caudal, two pectoral, two ventral, and a little 
fleshy one without spines on the back near the 
tail-fin. 

Sir H, Davy says, (Salmonia, p. 73.) "I have 
known the number of spines in the pectoral fins 
different in different varieties of Trout : I have 
seen them twelve, thirteen, and fourteen ; but the 
anal fin always, I believe, contains eleven spines, 
the dorsal twelve or thirteen, the ventral nine, 
and the caudal twenty-one." 

The back fin has a pale brown colour, with 
darker brown spots upon it; the others (in- 
cluding the tail) have a red tint. The colour of 
the back when in perfect condition, (which is 
generally in May, but in some waters not until 
June,) is, usually, a dark olive green, studded 
with a mixture of black and brownish spots. 
The sides are shaded off from the olive to a 
greenish yellow, studded with red spots; the 
black spots gradually vanishing. Lower down 
the yellow tint approaches a salmon colour, and 
the belly is nearly white, without any spots. 

The whole surface of the fish, when in good 
condition, always presents a beautiful gradation 
of tints: but the complexion varies greatly in 
different waters, and also in all waters at dif- 
ferent periods of the year. It is principally 
modified by his state of health. 

Sir H. Davy says : " The colouring matter is 
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not in the scales, but in the surface of the skin 
immediately beneath them, and is probably a 
secretion easily affected by the health of the 
animal." (Salmonia, p. 40.) 

After spawning time (i. e.) the month of 
October or November, both the male and female 
lose their more beautiful tints, become thinner, 
and are considered quite out of season; and 
towards the end of the winter, even in March, 
some little insects, like leeches, about an inch 
long, called water lice, are found adhering to 
them; when in this sad state the cooked flesh 
cuts soft, and looks white (very different from 
the rich salmon colour, which always indicates 
good condition). Every true disciple of Izaak 
Walton who may take such a thin black-looking 
Trout will return the lanky trophy to its native 
element. 

Haunts. 

To enumerate the rivers, streams, and brooks 
of this country, which the common Trout in- 
habits, would be an endless and useless task ; he 
may be said to frequent almost all of them, and 
will even sometimes be discovered in a mere ditch 
(in spawning time), having scarcely depth of 
water enough to cover the back. 

He delights in rapid clear-running waters, with 
a rocky or gravelly bottom. An attempt has 
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4 OBSEBVATIONS 

been made in the annexed plan to point out his 
favourite haunts, &c. in such waters. They are 
the tail of a stream, (i. e.) the end of a little 
rapid, or swifter running portion of the current, 
as A, the junction of little rapids formed by 
water passing round an obstruction in the midst 
of the general current, as B, and such tracts as C, 
where a chain of bubbles or little floating objects 
indicate the course of the principal current; 
which course is chiefly dependent upon various 
reflections of the water, from projecting banks, 
rocks, scours, and shoals, and may often be 
guessed at, when not sufficiently visible, by at- 
tending to the position of the banks, &c. At 
roots of trees, or in other places where the froth 
(called in Staffbrdshire Beggar's Balm) collects, 
and in little whirlpools, as G, and eddies, he will 
often be found. All such places are by far the 
most favourable for sport ; for insects follow the 
same course as the bubbles, &c. and are there 
sought by the fish. 

The larger Trout are on the scours, as at D, in 
the night, chasing minnows and other small fish. 
In the day, they are cautiously watching for food 
in deep holes, under hollow banks, or roots of 
trees, or in the angles of rocks, as E. In May 
and June, when the fish are strong, they are 
also to be found in the more rapid parts of the 
water, as F. 

These remarks, although not strictly applicable 
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ON THE TROUT. 5 

to the Trout of all streams, may still, perhaps, 
not be found useless, in a great variety of in- 
stances, particularly in respect of brooks. 

His great shyness renders it extremely diflScult 
to obtain any accurate knowledge of his habits, 
by ocular demonstration. Even a thick bush 
will seldom be found sufficiently opaque to con- 
ceal the observer. 

Observatory. 

With a view to obviate this difficulty I built a 
little fishing Hut, or Observatory, of heath, over- 
hanging a part of the river Blythe, near Uttox- 
eter, in Staffordshire, which seemed favourable 
for the purpose. Its form was octagonal, and it 
had three windows, which being situated only 
four feet and a half above the surface of the 
water, allowed a very close view of it. The 
middle one commanded a Scour^ each of the two 
others a small Whirlpool or Eddy. The curtains 
of the windows were provided with peepholes, so 
that the fish could not see his observer, and a 
bank was thrown up, in order to prevent a person 
approaching the entrance of the hut from alarm- 
ing the fish. 

The stream was regularly fished, and nothing 
more was done to interfere with the natural state 
of the animal. 

The stationary position in which he is enabled 
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6 OBSERVATIONS 

to maintain himself in the most rapid stream, 
poised as it were like a hawk in the air, was the 
first thing which seemed worth noting at this 
fishing-hut. Even the tail, which is known to 
be the principal organ of propulsion, could scarcely 
be observed to move, and the fins, which are used 
to balance him, seemed quite useless, excepting 
when he saw an insect ; then he would dart with 
the greatest velocity through the opposing cur- 
rent at his prey, and quickly return. The station 
which he occupies in this manner is invariably 
well chosen. Should a favourite haunt where 
food is concentrated by the current be rather 
crowded by his fellows, he will prefer contending 
with them for a share of it, to residing long in 
an unfruitful situation. 

A Trout will chiefly frequent one place during 
all the summer months. It is well known that 
he quits the larger waters, and ascends the 
smaller brooks for the purpose of spawning in 
October and November, when the male assists 
the female in making a hole in the gravel wherein 
to deposit the ovap. By some it is supposed, that 
they both lie dormant in the mud during the 
greatest severity of the winter. 

Sense of Hearing. 

In order that we might be enabled to ascertain 
the truth of a common assertion, (viz.) that fish 
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can hear voices in conversation on the banks of a 
stream, my friend, the Rev. Mr. Brown, of Grat- 
wich, and myself, selected for close observation a 
Trout poised about six inches deep in the water, 
whilst a third gentleman, who was situated 
behind the fishing-house, (i. e.) diametrically 
opposite to the side where the fish was, fired oflf 
one barrel of his gun. The possibility of the 
flash being seen by the fish was thus wholly pre- 
vented, and the report produced not the slightest 
apparent eflfect upon him. 

. The second barrel was then fired ; still he re- 
mained immovable; evincing not the slightest 
symptom of having heard the report. This expe- 
riment was often repeated, and precisely similar 
results were invariably obtained; neither could 
I, or other persons, ever awaken symptoms of 
alarm in fishes near the hut by shouting to them 
in the loudest tones, although our distance from 
them did not sometimes exceed six feet. The 
experiments were not repeated so often as that 
they could become habituated to the sound, if 
heard. 

It is possible that fishes may be in some manner 
affected by vibrations communicated to their ele- 
ment, either directly, or by the intervention of 
aerial pulsations ; although it does not seem to be 
clearly proved that they possess any organ appro- 
priated exclusively to the purpose of hearing. At 
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8 OBSERVATIONS 

all events, it appears that neither the above-men-^ 
tioned explosions, nor the loud voices, had power 
to produce vibrations or undulations in the water, 
which could so affect them. 

Leaving the discussion of this intricate subject 
to more able and learned speculators, we will deem 
it sufficient for us to know that the above-men- 
tioned Trout had no ears to hear either the voices 
or the gun ; and I firmly believe, that the zest 
which friendly chat often imparts to the exercise of 
our captivating art, need never be marred by an 
apprehension that sport will be impaired thereby. 



Sight. 

Of all the senses in fish, sight is perhaps that 
which is of most importance to them. Their 
eyes are of course well adapted to the element they 
inhabit ; indeed their subsistence seems to depend 
mainly upon the great sensibility of the optic 
nerve, and the just adaptation of the crystalline 
and other humours to their proper office. 

A fish can perhaps frequently distinguish (with 
greater or less distinctness) much wore of objects 
which are out of his own element than it is often 
imagined that he can. 

When Mr. A. B. (fig. h plate 2.), for instance, 
situated upon a certain eminence at a given 
distance from a fish, C, which is near the bottom 
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of the water, looks over the edge of a bank, D, in 
the direction A F Z, he might (if unacquainted 
with the laws of refraction) imagine, that neither 
the fish C, nor any other fish below the line of 
his direct vision, A F Z, could see him ; whereas 
C could see A B by means of the pencil of light, 
A F C E B, bent^ or refracted at the surface of the 
water, E F, and the image of A B would appear 
in the eye of the fish shortened and transferred 
to G H. The fish, in fact, could see the whole of 
the man, round, or over the comer of the bank, 
by the aid of the water above C, if both were 
situated as respectively represented in the dia- 
gram ; but if the surface of the water should be 
at I K, (i. e.) about as low as the fish's eye, 
then he could not see any part of the figure A B, 
because a straight or unrefracted pencil of light, 
A C B, would be obstructed by the bank. 

Increments of obliquity in pencils of light fall- 
ing upon a surface of water, &c. are accompanied 
by increments of refraction, not in direct ratio to 
the increase of obliquity, but in a much higher 
ratio ; and indistinctness of vision in an eye re- 
ceiving the pencil increases, on this account^ in 
some similar high ratio. 

The bending or refraction which a pencil of 
light, as NEOFM (fig. 2.), falling very obUquely 
upon the surface of the water, undergoes before 
arriving at the eye of a fish, as at 0, is sufficient 
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to produce very great indistinctness and dis- 
tortion of the image of M P formed in his eye. 

(Perhaps indistinctness of vision may, on other 
accounts^ take place in the eye of a fish looking 
through air. The crystalline and perhaps other 
humours may not be capable of such comprehen- 
sive adjustment as would enable him to see so 
distinctly through air as he can through water.) 

But long before a pencil of light, as N E L, 
becomes horizontal, it will not enter the water at 
all ; consequently, although the fish at may see 
the upper part of the man situated at M P, he 
will do so very indistinctly, and in a new position, 
because the pencil N E F M will be very much 
refracted ; he will not see the part, N L, of the man 
at all, because the pencil, N E L, does not enter 
the water at all ; and he will see probably his 
legs, L P, (in the clear water), because there is 
neither refraction nor obstruction to prevent him. 
So that the figure MP will, in the eye of the 
fish, be cut into two portions separated from each 
other by a long unsubstantial interval. The ap- 
plication of these two little theorems to the use 
of the fisherman is too obvious to need pointing 
out here.* 



♦ This diagram is constructed on two well-known optical laws, 
viz. first, the sine a. b. of the angle of incidence, A £ f, of a ray of 
light passing out of air into water, is always to the sine, c. d, of the 
angle of refraction, C E e, as about four to three ; and, secondly, 
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Taste and Smell. 



It seemed almost impossible to devise experi- 
ments relative to the sense of smell in fishes, 
which would offer the prospect of satisfactory re- 
sults, without depriving the animal of sight ; the 
cruelty of which operation deterred me from 
prosecuting the enquiry. 

Observations on the taste of fishes are involved 
in still greater difficulty. I once threw upon 
the water, from my hut (by blowing them 
through a tin tube), successively, ten dead house- 
flies, towards a Trout known to me by a white 
mark upon the nose (occasioned by the wound 
of a hook), all of which he took. Thirty more, 
with Cayenne pepper and mustard plastered on 
the least conspicuous parts of them, were then 
administered in the same manner. These he also 
seized; twenty of them at the instant they 
touched the water, and not allowing time for the 
dressing to be dispersed ; but the other ten re- 
mained a second or two upon the surface before 
he swallowed them, and a small portion of the 
dressing parted and sank. The next morning 
several exactly similar doses were taken by the 

light will not pass out of air into water, if the angle of incidence, 
N E f (fig. 2.) exceeds about 88 degrees (but will be reflected). 

The old experiment of the shilling and the basin of water affords 
an easy practical demonstration of the first mentioned theorem. 
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same fish, who probably remembered the pre- 
vious day's repast, and seemed to enjoy them 
heartily. From these and similar experiments, 
such as getting Trout to take flies dipped in 
honey, oil, vinegar, &c., I concluded that if the 
animal has taste his palate is not peculiarly 
sensitive. 

My experience goes to prove, contrary to the 
opinion of some who say that the Trout will take 
every insect, that he does not feed upon the hive 
Bee, or Wasp, and that he very rarely takes the 
Humble Bee. 

It seemed to be a common practice with those 
who plied for food near the hut, to make a very 
strict inspection of almost every little object 
which floated down the stream, taking it into 
the mouth, sometimes with avidity, sometimes 
more slowly, or cautiously, as if to ascertain its 
fitness, or unfitness, for food, and frequently to 
eject it instantly.* This seems to favour the 
notion, that if the Trout has not a taste similar 
to our own, he may be endowed with some equi- 
valent species of sensation. It may also account 
for his taking a nondescript artificial fly ; but it 
furnishes no plea to quacks and bunglers, who, 
inventing or espousing a new theory, whereby to 
hide their want of skill or spare their pains, 
would kill all the fish with one fly, as some doc- 

* After havin g, perhaps, appropriated some little insect em- 
barked upon it. 
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tors would cure all diseases by one pill. If a 
Trout rejects the brown hive Bee at the time that 
he greedily swallows the March-6r(??/?w fly, it is 
clear that the imitation should be as exact as 
possible of the last, and as dissimilar as possible 
to the first. 

I have very frequently watched fish in an 
apparently hesitating attitude when Bees and 
Wasps were within their ken. How far either 
smell or taste may be concerned in this seeming 
indecision I cannot determine. 

On one occasion I observed a Humble Bee 
which floated down the stream visited by a Trout, 
who suffered himself to descend also with the 
current just under the bee, his nose almost 
touching it for about three feet, but he struck 
away without taking it. 

At another time I saw a fish swim up to a 
Humble Bee which was thrown to him, and exa- 
mine it very attentively, he then cautiously and 
leisurely took it in his mouth and descended with 
it, but immediately afterwards gave it up; he 
then seemed to be closely occupied with another 
Humble Bee, swimming up to and away from it, 
six times, each time almost touching it with his 
nose. Ultimately he took this also, but imme- 
diately rejected it. 

Sir H. Davy (Salmonia, page 28.) says, " The 
principal use of the nostrils in fishes, I believe, is 
to assist in the propulsion of water through the 
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gills for performing the office of respiration ; but I 
think there are some nerves in these organs which 
give fishes a sense of the qualities of water, or of 
substances dissolved in or difi\ised through it, 
similar to our sense of smell, or perhaps rather 
our sense of taste, for there can be no doubt that 
fishes are attracted by scented worms which are 
sometimes used by anglers that employ ground 
baits." Also, page 184., he says, " We cannot 
judge of the senses of animals that breathe water — 
that separate air from water by their gills ; but it 
seems probable that as the quality of the water is 
connected with their life and health, they must be 
exquisitely sensible to changes in water, and must 
have similar relations to it that an animal with 
the most delicate nasal organs has to the air." 

Surely no reasoning can be more sound than 
this. Should not our endeavours be directed, 
rather to the discovery of senses in fish, which we 
have not, than to attempts at comparison between 
our own senses and theirs ?* 

* Those who may have curiosity enough to pursue this interesting 
topic, might possibly find amusement in the perusal of a paper read 
to the French Institute by M. Dumeril, August 24th, 1807, and 
translated in Nicholson's Journal, vol. xxix. p. 344., in which many 
circumstances judiciously adduced, and fairly reasoned on, lead him 
to three general conclusions ; viz. 1st. That the organ of taste in 
fishes, if taste they have, " does not reside in the mouth." 2ndly. 
That the sensation of taste, or some equivalent sensation, " is im- 
parted to them by the apparatus which had hitherto been con- 
sidered as adapted to perceive the emanations of odorate bodies." 
And, lastly, ** That no real smell can be perceived in water." 
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Having examined the stomachs of many Trouts 
taken in ahnost every week throughout the three 
kst entire fishing seasons, with a view chiefly to 
assist my choice of flies for the catalogue in our 
fourth chapter, I found that his food consisted, be- 
sides Flies and Caterpillars, of Larva?, Squill© (or 
fresh-water Shrimps), small Fish, young Craw- 
fish, Spiders, Millipedes, Earwigs, and the Water 
Beetle. I never discovered Frogs, Snails, or Mice, 
but have no doubt that other waters afibrd other 
fiire. " Sauce piquante of fish-hooks " is common 
to most trout streams. 

A convenient method of examining the con- 
tents of the stomach is to put the materials into 
a hair sieve and pump clean water upon them ; 
when parted and sufficiently clean the whole may 
be put into a large cup of clean water^ for ex- 
amination. 

THE GRAYLING 

Is a more elegantly formed fish than the Trout. 
He has a smaller head and mouth, is broader 
across the shoulders, and tapers ofi^ more rapidly 
toward the tail, which is more forked. The front 
of the eye is elliptical, and the pupil much more 
elongated than that of the trout, the side towards 
the nose being drawn out to an acute angle. 
The opposite side is less acute. 
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His back fin is very large. It has twenty-three 
spines, the ventral fin (near the head) has sixteen, 
the pectoral ten, the anal fourteen, and the tail 
eighteen. 

He sometimes grows to the weight of about 
three pounds, though one of a pound and a half 
is considered a good-sized fish, and larger are 
not very often caught with the fly, the usual 
weight being from two ounces to a pound of 
those which rise freely to it. The fish of the 
spawn of April or May (measuring from the nose 
to the fork of the tail) grows to about six inches 
by the next April. 

A general tint, which may be called a light blue 
silvery grey, pervades nearly the whole surface 
of his body, excepting the belly, which is white or 
nearly so, but the scales often exhibit by deflected 
light a great variety of colours dependent upon 
the points chosen to view them from.* The 

♦ From a very curious series of experiments detailed by Sir 
David Brewster in his excellent Treatise on Optics (p. 113. et seq.), 
" it is obvious that the splendid colours of mother of pearl, &c. are 
produced by a peculiar configuration of surface ; and by examining 
this surface with microscopes, he discovered in almost every speci- 
men a grooved structure like the delicate texture of the skin at 
the top of an infantas finger,** &c. By cutting grooves upon steel 
at the distance of from the 2,000th to the 10,000th of an inch apart, 
Mr. Barton produced still more brilliant hues, and his iris orna- 
ments on brass and other metal, buttons, and articles of female 
embellishment, are the result of machinery constructed on this 
grooving principle, upon which, we believe, depends the above- 
mentioned and many similar phenomena (as in the peacock*s feather, 
&c.). In sun, gas, or candle-light some iris ornaments rival " the 
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back and head are of a much darker grey, but 
its components cannot, perhaps, be particularised 
verbally. Some lines of brown are intermixed 
with the grey of the sides, and a few black spots 
are seen near the shoulder. The black fin has a 
purplish tint studded with large dark spots, the 
other fins are not so red as those of the Trout, 
but have more yellow-brown in them shaded off 
with purple. The tail is a kind of slate colour. 
The colours vary a little in different waters, and, 
unlike the Trout, the better the condition, the 
darker is the fish, especially upon the back and 
head, "and you are to note," that the throat 
has a long very dark brown patch upon it, visible 
when the mouth is open, when he is in high con- 
dition, but it is hardly to be seen when he is out 
of order. He is, however, seldom or never found 
in the miserable state so common to Salmon and 
Trout after spawning. 

The Grayling is an excellent fish both for sport 
and the table, and as his finest condition subsists 
during the Autumn and Winter months, when 
the Trout season ceases, the Angler finds great 
pleasure and consolation in visiting the streams 
in the autumn in search of him, or even on fine 
days in winter. On this account, those who have 

brilliant flashes of the diamond/* (A superb example of a grooved 
medallion may be seen in the library of the Royal Institution.) 
But in day light and in ordinary circumstances the colours of the 
iris ornaments are not easily distinguished. 

f 

C 
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not the Grayling in their waters, would perhaps 
sometimes do well in trying to introduce him. 

The waters in which he thrives may be either 
clear or discoloured, but a rather peculiar forma- 
tion of the bed of the current seems to be required, 
his favourite streams having now somewhat shal- 
low and rapid, then long, slow-running, deep 
tracts ; in which latter places he poises himself 
about three or four feet below the chain of in- 
sects, &c., as at HH (see plate 1.). 

As he feeds principally on larvaB and flies, he 
should, according to Malthus, be populous (all 
other things being equal), in proportion as these 
insects are so. 

Temperature, both atmospheric and aqueous, 
no doubt affects both the food and fish, as also 
may the chemical properties of the stratum over 
which the stream flows; the mineral held in 
solution by the fluid which he breathes cannot 
fail to affect his constitution in some measure. 

But there exists no authority for the localities 
of the Grayling at all comparable with Sir H. 
Davy, who "has fished much in, and enquired 
much respecting the places where it is found." 
At p. 221. (Salmonia) he says, "In the Test, 
where the Grayling has been only recently intro- 
duced, they have sometimes been caught between 
three and four pounds ; in this river I never took 
one above two pounds, but I have heard of one 
being taken of two pounds and a half. The 
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Grayling is a rare fish in England, and has never 
been found in Scotland or Ireland ; and there are 
few rivers containing all the conditions necessary 
for their increase. I know of no Grayling river 
farther West than the Avon, in Hampshire ; they 
are found in some of the tributary streams of 
this river which rise in Wiltshire. I know of no 
river containing them on the North coast West 
of the Severn ; there are very few only in the 
upper part of this river, and in the streams 
which form it in North Wales. There are a few 
in the Wye and its tributary streams. In the 
Lug, which flows through the next valley, in 
Herefordshire, many Grayling are found. In 
the Dee, as I said before, they are found, but are 
not common. In Derbyshire and Staffordshire, 
the Dove, the Wye, the Trent, and the Blythe, 
afford Grayling ; in Yorkshire, on the North 
coast, some of the tributary streams of the Rib^ 
ble, — and in the South, the Ure, the Wharfe, 
the Humber, the Derwent, and the streams that 
form it, particularly the Rye." 

Again, at p. 203., he says, "Having travelled 
with the fishing-rod in my hand through most 
of the Alpine valleys in the South and East 
of Europe, and some of those in Norway and 
Sweden, I have always found the Char in the 
coldest and highest waters; the Trout in the 
brooks rising in the highest and coldest moun- 

c 2 
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tains ; and the Grayling always lower, where the 
temperature was milder : and if in hot countries, 
only at the foot of mountains, not far from 
sources which had the mean temperature of the 
atmosphere; as in the Vipacco, near Coritzea, 
and in the streams which gush forth from the 
limestone caverns of the Noric Alps. 

" Besides temperature, Grayling require a 
peculiar character in the disposition of the water 
of rivers. They do not dwell like Trout in 
rapid shallow torrents ; nor like Char or Chub in 
deep pools or lakes. They require a combination 
of stream and pool; they like a deep and still 
pool for rest, and a rapid stream above, and 
gradually declining shallow below, and a bottom 
where marl and loam is mixed with gravel ; and 
they are not found abundant except in rivers 
that have these characters." 

The Rev. Mr. Low says, " The Grayling is fre- 
quent in the Orkney Islands, as it is in Lapland 
and Switzerland ; but it is rare in Scotland, and 
confined in England to the Avon near Salisbury, 
the Ure near Fountain's Abbey, the Dee between 
Corwan and Bala, and the Dove ; also the Trent, 
the Wharfe, the Humber, the Rye, and the Der- 
went." 

The Grayling is seldom known to take the 
Minnow, and I have never found any in his 
stomach, although I have taken out much Larval 
covered with cases of sand, and some having six 
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stones attached to each, as also LarvaB when in 
the mummy state. I have always found flies, 
and those principally of the more delicate sorts 
of Ephemerae. 

He rises with great velocity and almost per- 
pendicularly to seize his prey, at the top of the 
water, and descends as quickly after making a 
summerset, for thie performance of which feat, 
the figure of his body and the great dorsal fin 
seem well adapted ; his agility on this occasion is 
indeed so great, that he seems a phantom or 
flitting shadow ; hence, say some, the appellation 
Umhra corrupted to Umber. It has been sup- 
posed that he feeds upon the water-thyme, but I 
never found any vegetable whatever in the 
stomach, though I have opened as many Grayling 
as Trout. He has, however, a rather peculiar 
scent when just taken from the water, fragrant 
and grateful to the fisherman, and thought by 
many to resemble that of thyme, consequently he 
has been also called (by Linnaeus) the Salmo 
ThymallitSy and by St. Ambrose " the flower of 
fishes." 

He seems to congregate more than the Trout, 
and is not so easily driven from his station by an 
approach ; but whether this be owing to his lying 
lower down in the water, or from his being na- 
turally a less timid fish, remains yet to be ascer- 
tained. 

c 3 
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CHAPTER n. 

OF TACKLE, BTC. 

Bod. Line. Reel. Foot Line. Hook. Dubbing Bag. Gleneral 
Directions for making a Fly and a Palmer. Fly Books and 
Boxes. Creel. Landing Net, et ceteras. Dyes for Feathers. 

Like the bow of the Archer, the Rod of the 
Angler should be duly proportioned in dimen- 
sions and weight to the strength and stature of 
him who wields it. The strong or tall man may 
venture upon a rod about fourteen or fifteen feet 
long: but to the person who is shorter or less 
robust, one so short even as twelve or twelve feet 
and a half, and light in proportion, is recom- 
mended, as the command will be more easily ob- 
tained, and with very much less fatigue to the 
arm. The best materials are, ash for the stock, 
lance- wood for the middle, and bamboo for the 
top ; the butt should have a hole drilled down it 
containing a spare top, and a spike is made to 
screw into the end, which is found useful to stick 
into the ground, and keep the rod upright, when 
landing a good fish. The ferrules of brass should 
fit into each other with screws. 

A good Rod should be such that its pliability 
may be felt in the hand ; yet it should not deviate 
or droop by its own weight, if held by the butt 
in a horizontal position, more than three or four 
inches from a straight line. 
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The rings are usually too small ; not allowing 
such slight obstacles on the line, as can never be 
totally prevented, to run with sufficient freedom 
through them ; they should all be of the size of 
those usually put upon the stock. The rod may 
not have quite so neat an appearance thus treated, 
but this will be found to be amply compensated 
in its use ; for the sudden stops occasioned by an 
accident to the line, whilst being pulled up rapidly, 
has often caused the loss of a good fish, the strain- 
ing of, if not breaking, a good rod, and sometimes 
a breach of the third commandment. 

Rings may be had (slit down the middle) in 
the manner of key rings, very little heavier, yet 
larger, than the usual rings. These can be easily 
substituted upon the little metallic loops in lieu 
of the smaller rings, by the possessor of a rod 
himself, without at all injuring it. 

Line, 

The beginner should not take the finest Fly 
Line he can buy, but rather choose the strongest 
line of this kind to be had, since too fine a line 
will not only be more likely to break than a 
heavier one, but will not be so easy for him to 

throw. 

Reel. 

Notwithstanding the many complaints which 
have been made of the Reel usually sold, no 

c 4 



24 OF TACKLE. 

very great improvement upon it seems to have 
been put into practice. The principal requisites 
seem to be, in the first place, a capability of wind- 
ing up the line rapidly; secondly, smallness; 
thirdly, lightness ; fourthly, freedom from liabi- 
lity to derangement. 

Perhaps rather too much of the first requisite 
is generally sacrificed, for the sake of cheapness, 
and for the purpose of obtaining the second and 
third. A reel having a sheave upon which the 
line is to be wound, whose groove for the recep- 
tion of the line is three quarters of an inch broad, 
whose barrel is two inches in diameter, and whose 
total diameter is two inches and three quarters, 
would receive a trout-line of twenty yards per- 
fectly Avell. The whole diameter of such a reel 
need not exceed three inches and a quarter, nor 
the whole breadth one inch and a quarter. The 
wheels might multiply five times, and therefore 
the average rate at which it would wind up the 
line would be nearly three feet for every revo- 
lution of the handle, whereas a common reel (now 
before me), multiplying four times, winds up at 
every turn of the handle, when the line is nearly 
out, only three inches, and when it is nearly 
wound up, eighteen inches, making a mean of ten 
inches and a half. The proposed reel would 
therefore wind up the line more than three times 
as fast, and besides this superior rapidity, would 
possess the advantage of winding up the line 



THE BEEL. 25 

almost as quickly when it is nearly all out, as 
yrhen it is nearly aU in. It might also be so con- 
structed as to weigh very little more than the 
common reel, made for such a line, and would be 
less liable to derangement, (which last advantage 
would be a consequence of both the multiplying 
wheels being larger than usual). 

A simple reel with a sheave of large diameter 
has been made of wood, and without multiplying 
wheels, but it has a very clumsy appearance, and 
is liable to obvious objections. 

A reel has been invented lately containing a 
spiral spring which acts (in the manner of the 
spring in a window blind) upon the axis to wind 
up the line. 

And it has been recently, and very ingeniously 
proposed by an experienced brother in our art, 
to enclose, either wholly or partially, a kind of 
reel in the butt of the rod. If sufficient rapidity 
can be given to such a reel, without much liability 
to derangement (which does not seem a very diffi- 
cult task), it will be an invaluable and elegant 
acquisition. This hint seems to have been par- 
tially adopted since our first edition appeared. 

Bottom Line. 

For making a good Bottom, or foot line, or 
casting line, gut is recommended in preference to 
weed, or hair ; it should be of the very best quality, 
round, and of even thickness, clear, and white. 
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By adopting the precautions recommended in 
the following instructions, it may be made light, 
although as strong or nearly so as the end of the 
line. The length of the bottom should be about 
equal to that of the rod. 

Four or five of the very finest lengths of gut 
should first be chosen, then three or four more 
of the middle size, and lastly one or two much 
stronger. 

These must all be proved before they are put 
together, thus: — One end of a length must be 
put between the teeth, and the other pulled until 
the gut breaks at the weakest part. This opera- 
tion must be repeated continually with the best 
portions, until they snap with considerable re- 
sistance. Then the ends may be reversed, and 
the operation proceeded with as before, until the 
last remaining piece is deemed strong enough 
for its office. This sacrifice of the bad portions 
will not appear extravagant, but the contrary, 
when it is considered that the loss of a whole 
or large part of the foot-line, with a fly or 
two, and perhaps a fine Trout, may be the con- 
sequence of an undue weakness existing in any 
particular part of it. 

These well-proved lengths of gut must now 
be lashed together with waxed silk, or tied by 
a knot, and the strongest must be provided with 
a large loop, whereby it may be attached to the 
line. 
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Hook. 

The Hook requires particular attention. It is 
sufficiently provoking to discover that one has 
made a good fly upon a bad hook ; but to lose a 
good fish in consequence is truly awful. 

The Kendal hook, see fig. 40. plate 17., is fre- 
quently preferred, if not made too long in the 
point. The Limerick is also a good hook for 
large flies, as at present made by O'Shaughnessy 
of Limerick, see fig. 29. plate 13. His is not too 
proud in the barb, and is generally properly tem- 
pered. The Carlisle hook may also rank amongst 
the good ones, fig. 38. plate 17. The Kirby is 
usfid by some. 

To prove the temper of a hook, stick the point 
into a piece of soft wood before it is fastened to 
the gut and pull by the shank. If it is well 
tempered, it will not break or bend without con- 
siderable resistance. 

Dubbing Bag. 
The Dubbing Bag contains every thing in the 
world. Some people possess very neat little cabi- 
nets made expressly ; we cannot blame their taste, 
for they possess an organ of order. 

Fly Making. 
Many books, after trying to tell us how to 
MAKE A FLY, vcry justly add, that the art cannot 
be told, the practice must be seen. We shall 
follow the fashion by way of furnishing a few 
memoranda merely. 
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1. Take a piece of gut proved to be strong 
enough by the above-mentioned process, and bite 
about a tenth of an inch at one extremity, so as 
to make it flat (in order that it may be less liable 
to slip after being tied on to the hook). Then 
holding a fine thread well waxed with cobbler's 
wax, A B C D, plate 3. fig. 1., in one hand, 
whip a part of it three or four times round the 
end of the shank of the hook, beginning to whip 
at B, and leaving a few inches of thread at A B 
hanging down, with a pair of forceps, or little 
weight at the end of it. 

2. Hold the bitten end E, fig. 2., of the gut 
E C F, in contact with the shank of the hook, 
and wind tightly the portion of thread, C D of 
fig. 1. first once or twice round the gut close to 
the end of the shank, fig. 2., and then over the 
portion of gut C E, the three or four coils B C, 
already made, and the shank of the hook, C B E, 
leaving out the piece of thread, A B, still hanging 
down. 

3. Bring two or three stylish whisks from a 
red hackle into the position shown in figure 3., 
and bind them securely there, for the tail, by 
means of the same end (c, d) of silk as was last 
used. Bind in, at the same time, the extremity 
of a piece of fine gold twist (e, f), and also an 
end of some dubbing of orange and red floss silk 
mixed. Then spin the floss silk on to the rem- 
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narit (c, d) of silk thread, and wind it on the 
shank, or wind it on the shank without spinning. 

4. Warp the remnant (c, d) round the shank, 
&c. back to B, and make it fast there with the 
thread A B ; then coil or rib the gold twist (e, f ) 
over the coils made by c, d in the maimer shown 
in fig. 4., and make it fast also with the thread 
A B. This completes the body. 

5. Bring the upper end of the red hackle 
stained amber colour into the position shown in 
fig. 5., tie it there by means of the well waxed 
thread, A B, and cut off the projecting piece (G) 
of the hackle. 

6. Wind the other part of the hackle, BH, 
fig. 6. two or three times round the upper end 
of the body, and bind it tightly and neatly there 
with A B, and in such manner that the fibres 
may stand as shown in fig. 6. This represents 
legs. 

7. Take two pieces, I K, fig. 6., from the under 
side of the wing of a starling, and bind them on 
(with the butt ends towards the top of the shank) 
firmly and neatly, at nearly the same place B, 
(a little nearer to the top of the shank.) Part 
them, if you choose, snip off the butt ends ob- 
liquely, bind the short stumps down upon the 
shank, &c. (so that they may not be seen), and 
fasten off with the invisible knot of three coils.* 

* To make this knot : Make three loose coils over the fore-finger 
of the left hand, pass the end of the thread under them, and draw 
each coil tight by pulling each separately as it were. 
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You will now possess a great red spinner complete, 
provided always that you have seen a great deal 
more of the art than you have read, and that 
you have been yourself a tolerably good dubbing 
spinner. 

To make a Buzz-fly with a hackle (see fig. 6. 
plate 6.), the upper or pointed end of the hackle 
must be tied at the tail E, fig. 3. plate 3., with 
the ends of the material of the body (by means 
of the thread c, d), and the hackle must be 
wound up over the dubbing, and fastened off 
with the thread AB, after the gold or silver 
twist or other ribbing has been wound on and 
fastened off with A B. 

If a Buzz-fly (as figs. 28. and 29. plate 13.) is 
to be made with any other feather than a hackle, 
the feather should be stroked back, its pointed 
end should be tied on at the shoulder B, fig. 4. 
plate 3. of the fly, three or four coils of the 
feather should be made round the part above B, 
and the stands or fibres of the feather should be 
carefully picked out, as the coiling proceeds, 
otherwise it will not lie well. Th^ butt end of 
the feather must be tied in at the head of the fly 
with the thread AB, which must be fastened off 
as usual with the invisible knot of three coils. 

In making a fly with wiiigs intended to repre- 
sent natural wings at rest, (as fig. 2. plate 4.) 
the hackle feather may, in some cases, be dis- 
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pensed with, and a little of the dubbing may be 
left out in the warping, or picked out of the 
body with a needle, after the winding or warping, 
to serve for legs instead of the hackle feather. 
In every other respect the fly may be made in 
the manner prescribed for the Great Red Spinner. 
(See p. 28.) 

When a hackle or other feather is used for the 
purpose of imitating a winged fly buzz, its tint 
should be lighter than that of the natural wings ; 
for the effect of the buzzing motion is to give 
this lighter appearance. 

To make a Palmer. 

1. Bite the end of a strong piece of gut, and 
whip a part of the thread A B C D, fig. 1. plate 
3., round the end of the shank of a hook (as 
before, see page 28.). 

2. Place the gut in contact with the hook, 
and wind the portion of thread, C D, of fig. 1. 
over the part of gut C E, fig. 2., the three or four 
coils B C, and the shank of the hook C B E, &c., 
not leaving the end of thread, as before, hanging 
from B, but including it in the new coils, and 
allowing it to hang from E, fig. 7. 

3. Wind rapidly {or run) c d back again to C, 
and include the butt end of a red hackle G H 
(fig, 7.) in the four or five last coils of this 
winding. 

4. Bring another hook, I, into the position 
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Nothing need here be said of the usual and 
very necessary Clearing-ring^ or of a few other 
little necessaries, conveniences, and luxuries 
which tackle-makers know so well how to describe 
and recommend. These gentlemen should be lis- 
tened to, even although one may sometimes pay 
rather dearly for the whistle. More fish than cash 
is taken by their nets after all ; and every body 
knows the peculiar comfort of being well pro- 
vided with tackle (and Prog by the by) when 
distant from the sources of provision. We also 
know the pride and pleasure of supplying a 
"Venator" with a seasonable well-made fly or 
a length of gut, &c. 

RECIPES FOR DYEING AND STAINING 

FEATHERS, ETC. 

1. TO DTE WHITE FEATHEBS A DUN COLOUB. 

Make a mordant by dissolving about a quarter 
of an ounce of alum in a pint of water, and 
slightly boil the feathers in it, taking care that 
they shall be thoroughly soaked or saturated 
with the solution ; then boil them in other water 
with fustick, shumach, and a small quantity of 
copperas, put into it until they have assumed the 
required tint. The fustick and copperas will 
make a yellow dun tint ; the shumach and cop- 
peras a blue dun tint. The greater the quantity 
of copperas the deeper will be the dye. 
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2. TO TUBN BED HACKLES BBOWN. 

Put a piece of copperas, the size of half a wal- 
nut, mto a pint of water ; boil it, and whilst boil- 
ing put in the red feathers. Let them remain 
until by frequent examination they are found to 
have taken the proper colour. 

3. TO STAIN FEATHERS AN OLIVE DUN, ETC. 

Make a very strong infusion of the outside 
brown leaves or coating of an onion root, by 
allowing the ingredients to stand warm by the 
fire for ten or twelve hours. If dun feathers are 
boiled in this dye they will become an olive dun ; 
and white feathers a yellow. If a small piece of 
copperas be added the latter colour will become 
a useful muddy yellow, darker or lighter as may 
be required, and approaching to a yellow olive 
dun, according to the quantity of copperas used. 

4. TO DTE A MALLABD*S FEATHER FOB THE GBEEN DBAKE. 

Tie up some of the best feathers in bunches of 
a dozen, and boil them in the same mordant of 
alum as given in No.l., merely to get the grease 
out. Then boil them in an infusion of fustick to 
procure a yellow, and subdue the brightness of 
this yellow by adding copperas to the infusion. 

5, TO DTE FEATHEBS DABK BED AND PUBPLE. 

Hackles of various colours, boiled (without 
alum) in an infusion of logwood and Brazil wood 

D 2 
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dust until they are as red as they can be made 
by this means, may be changed to a deeper red 
by putting them into a mixture of muriatic acid 
and tin, and to a purple by a warm solution of 
potash. As the muriatic acid is not to be satu- 
rated with tin, the solution must be much diluted. 
If it burns your tongue much, it will bum the 
feathers a little. 

[6. TO DTE FEATHEBS YABIOUS SHADES OF BED, AMBEB, 

AND BBOWN. 

First boil them in the alum mordant (see No. 
1.) ; secondly, boil them in an infusion of fustick 
strong enough to bring them to a bright yellow 
(about a table spoonful to a pint of water), then 
boil them in a dye of mather, peach wood, or 
Brazil wood. To set the colour, put a few drops 
of " dyer^s spirit^^^ (i. e. nitrate of tin combined 
with a small quantity of common salt,) which 
may be had from a silk dyer, into the last men- 
tioned dye. 

7. TO STAIN SILK GUT THE COLOUB OF BET, WEEDS, ETC. 

Make an infusion of onion coatings (see No. 3.), 
put the gut into it when quite cold, and let it re- 
main until the hue becomes as dark as may be 
required. 

Gut may be stained in an infusion of green tea, 
a useful colour for some waters. 

A dye of logwood will turn it to a pale blue. 



CHAPTER III. 

MANNER OF FISHING FOB TEOUT AND GBATLING. 

Preparation of the Rod and Line. Art of Throwing. Choice of 
Weather. State of the Water. Choice of a Fly. Appearance 
of Life to be given to the Fly. Buzz Flies sometimes preferred. 
Rising short, &c. Sudden cessation of rises, &c. Places to be 
whipped, &c. Throwing to a Trout just risen. Striking. 
Killing. Landing. Differences between Trout and Grayling 
fishing. Manner of presenting the Fly to a Grayling. Land- 
ing him, &c. 

When the rod is put together the rings upon it 
should fall into a line with each other. The 
reel containing the line is sometimes attached 
to a belt round the body, but generally to the 
rod at the distance of ten to fourteen inches 
from the end of the butt, (i. e.) that place where 
it produces a small and pleasant degree of coun- 
terbalance to the upper end of the rod.* The 
fine end of the line with a loop receives the foot 
line, and to the fine end of the foot line is 
attached a fly or palmer, which is called the 
Stretcher. Other flies, which are made fast to 
the foot line, are called Droppers, two of which 
are generally sufficient. The first dropper is 
placed at about one yard and a quarter distant 

* Some of the best rod makers now place it quite at the endy and 
my practice seems to prove that this is the best position for it. 
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from the stretcher, the second about a yard from 
the first, each upon a piece of gut about four 
inches long. And the knots used for this pur- 
pose are so contrived, that they can be detached 
and resumed at pleasure. 

Throwing. 

In order to acquire the art of throwing a fly, 
it may be advisable to practise, previously to 
visiting the stream, in a space free from trees, 
where a piece of paper may represent the spot 
required to be thrown to. Taking the wind in 
his back, the tyro, with a short line, at first, 
may attempt to cast within an inch or two of the 
paper, and afterwards, by degrees, lengthen his 
line as his improvement proceeds ; he may then 
try to throw in such a direction that the wind 
may in some measure oppose the line and rod ; 
and, lastly, he fnay practise throwing against the 
wind. In this way any person may become an 
adept in throwing a fly, much sooner than by 
trusting solely to the experience which he may 
get when at the water-side ; for his attention 
being then wholly engrossed by the hope of a 
rise, &c., a bad habit may be very easily engen- 
dered, which will not be as easily got rid of. 

He should endeavour to impart to the end of 
the line a uniform sweep or curve round his 
head; for if it returns too quickly or sharply 
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from behind him, a crack will be heard and the 
fly whipped off. There is some little difficulty in 
acquiring this manipulation. The larger the fly 
the more resistance it meets with in the air ; this 
resistance causes it to make a better curve, and 
the danger of smacking it off is lessened. A 
Palmer, made as shown in plate 19., is not easily 
lost in this manner. 

An attempt to describe all the precautions 
and manipulations requisite for throwing a fly 
successfully and gracefully would be as hopeless 
a task as that of trying to teach dancing by 
words. It must be abundantly evident that the 
fly should drop as lightly as possible on the 
water, and that an awkward unmannerly splash 
must inevitably mar the delusion. 

Weather^ iSfc. 

The best days to select for fly fishing are the 
warm and cloudy, with a gentle breeze from 
South or West, causing a ripple upon the water ; 
by which the fish is not only prevented from 
seeing the fisherman so plainly as in smooth 
water, but is also deprived of so good an oppor- 
tunity of detecting the fly-maker's artifice. 

The water after a flood sometimes remains for 
several days too turbid for fly fishing. When it 
is very low in its bed and clear, the circumstances 
are also unpropitious, and success is obtp^ined 
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with difficulty. When the water is unusually 
high, though it be not discoloured, the fish seem 
to be feeding more at the bottom than above: 
but these two last obstacles will not deter the 
sportsman from trying his skill. 

Choice of Flies. 

The selection of a fly requires more judgment, 
experience, and patience, than any other branch 
of the art. The beginner will soon discover that 
his choice cannot be absolutely decided by refer- 
ence to the catalogue in the following chapter 
merely, or to any catalogue whatever. For when 
a fly is (in the former) said to be in season, it 
does not follow that it is abroad on every day of 
its existence. The state of the weather, in respect 
of heat and moisture, has great influence in this 
respect ; he should therefore bear in mind that 
the Coleoptera, or Beetle, will be on the water on 
hot days principally. The Ephemera, or fish fly, 
on rather cold days* The Phryganea, or water 
fly, as the Granam, &c., on cloudy days with 
gleams of sunshine. The Diptera and other land 
flies on windy days, as the Cow Dung, &c. He 
would often do well to begin fishing with a 
Palmer as a stretcher, and the fly which seems 
most suitable for the day as a dropper, one yard 
a,nd three-quarters from it: not changing these 
until he can discover what fly the fish are actu- 



TROUT AND GRAYLING. 41 

ally rising at. The Palmer is never totally out 
of season, and is a good fat bait 

It should never be forgotten, that, let the state 
of the weather or the water (in respect of clear- 
ness) be what it may, success in fly fishing very 
much depends upon showing the fish a good 
imitation both in colour and size, of that insect 
which he has recently taken : an exact resem- 
blance of the shape does not seem to be quite so 
essential a requisite as that of colour, since the 
former varies, according to the position of the 
insect either in or upon the water ; but a small 
fly is usually employed when the water is fine, 
because the fish is then better enabled to detect 
an imitation, and because the small fly is more 
easily imitated. The resemblance of each parti- 
cular colour, &c. is not required to be so exact 
as in the case of a large fly. 

When the fly is thrown on the stream, some 
little resemblance of life must be attempted to be 
given to it; this I imagine to be best accom- 
plished by throwing across and down the current ; 
the top of the rod should in this case, after 
throwing, be held over the side of the stream, on 
which the fisherman stands ready to strike ; the 
current will then act against the part of the line 
lying on the water, and cause the fly to sail over 
towards the same side, yet still to float down a 
little, as a natural fly when struggling might be 
supposed to do. 
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When the fly is thrown into a still place, a few 
gentle jerks (after it has remained a second or 
two on the water) may be given to it ; but no 
greater force should be used than is sufficient to 
move it an inch or two at a time. 

Some fishermen frequently prefer their flies 
made buzz^ (i. e.) representing probably flies 
with their wings fluttering, or in rapid motion ; 
whilst others succeed best with their flies made 
with the wings to represent the appropriate 
natural wings at comparative rest Probably a 
diflference in the mode of fishing may create this 
diflference of choice in the make of a fly. He 
whose manner of fishing is that of throwing 
down the stream, close to the bank on which he 
stands, and then drawing the fly up the current, 
towards him, or in any manner giving it a good 
deal of motion, may find that the Buzz fly, made 
with a three year old cock's hackle, is best suited 
to that method, on account of the above men- 
tioned fluttering appearance*; whilst the artifi- 
cial wings, resembling the natural wings of a fly 



* Any person may become convinced of this resemblance by 
visiting the Serpentine in Hyde Park (or similar waters) on a 
warm evening of April, and by very carefully watching the motions 
of the Glt>lden Dim (see Chap. IV. No. 10.) immediately after it 
has quitted its nympha state. He will then see it Imzzif^ along 
upon the surface of the water for some yards (previously to taking 
flight) and assuming an appearance exactly like that of the buzz- 
hackle, &c. 
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partially immersed in the water, would be more 

suitable to the quieter mode of fishing. 

Much valuable time is frequently lost by 

changing the fly often. It is better to persevere 

with that which produces tolerable sport, than to 

do so. 

Rising shorty ^c. 

A fish is said to rise short when he does not 
seize the bait voraciously and confidently, and 
this want of zeal is no doubt frequently occa- 
sioned by the imitation shown to him being a too 
faint resemblance of the real insect. 

Fish will sometimes rise freely at one moment, 
and in ten minutes afterwards not a rise is to be 
seen. One frequent cause of this is no doubt a 
want of food to rise at. A sudden change of 
weather, so slight as to be hardly perceptible to 
us, may have great influence upon the insects, 
as we perceive that it often has upon cows, asses, 
dogs, and many other animals. 

Another cause for diminution or total loss of 
sport may be the falling of the water in the bed 
of the brook or river, occasioned by the stopping 
of a mill above the situation of the fisherman. 
I have observed from the fishing-house very 
frequently a remarkable diminution of rises in 
a given interval to occur as soon as the water 
began to drop in consequence of such a stoppage. 
When this case occurs he will, generally, do 
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better by going below the next mill which is 
working, or above that which has just stopped, 
than by remaining in the first place. 

We have already pointed out in the plan or 
map, and in Chap. I. p. 4., the places in a brook 
where Trout and Grayling are chiefly to be 
found : such places should be carefully whipped. 
Two or three throws in the same place is gene- 
rally sufficient. 

We have also shown (Chap. I. p. 8.) the advan- 
tage of avoiding high stations, of seeking low 
ones, of stooping down sometimes as low as 
possible, and even of wading (provided that the 
man takes care not to get " caught by the fish"). 
Water-proof fishing boots as used in Scotland, or 
India rubber boots, are good things. 

An endeavour to prevent our shadow, and 
even that of the rod, from falling on the water 
should also be adopted, when practicable. 

Throwing to a Fish just risen and killing him. 

When a fish has just risen at a natural object, 
it is well for the fisherman to try to throw into 
the curl occasioned by the rise, and left as a 
mark for him, but should the undulations have 
nearly died away before he can throw to the 
spot, then he should throw (as nearly as he can 
judge) a yard or two above it, and allow the flies 
to float down to the supposed place of the fish ; 
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if a rise does not occur, it may be concluded that 
the fish has removed without seeing them ; he 
may then try a yard or two on each side of the 
place where the curl appeared, when he may 
probably have a rise, and may possibly hook the 
fish, provided he has the knack of striking^ 
which knack, like all others, is acquired only by 
practice ; it must be done by a very sudden but 
not a very strong stroke, a twitch of the wrist. 
Having hooked him, the rod should be carefully 
retained in that position which will allow its 
greatest pliability to be exerted. (For beginners 
to do this, it may be advisable that they should 
get it up over the shoulder, and present the butt 
end towards the fish.) A gentle pull must now 
be kept upon the fish, and he should be led down 
the stream rather than up (making use of the 
reel as occasion may require to shorten the line). 
But if he runs in towards the bank upon which 
the fisherman stands, it will be necessary to 
approach the edge of the water as nearly as 
possible, holding the rod with an outstretched 
arm in almost a horizontal position, and if the 
reel is of the usual bad construction, it will be 
also necessary to pull in the line as quickly as 
possible with the left hand ; this may prevent the 
fish from reaching his harbour : if it should not, 
he will most likely twist the gut round roots, 
&C. and break away. 
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To kill him, the nose must be kept up as much 
as possible ; should he be very importunate and 
resolute, he may be lent a little more line now 
and then, but it must be promptly retaken with, 
tremendous interest, and got up as short as pos- 
sible. After various fruitless efforts to escape, 
which exhaust his strength, the nose may be got 
fairly out of the water, he may be towed gently 
to the side, and the landing net passed under 
him. 

From the time of hooking the fish, if a large 
one, to the time of landing, care must be had that 
the line shall not be touched by the hand, ex- 
cepting under the just mentioned circumstances ; 
all should depend upon the pliability of the rod. 
In case a landing net should not be at hand, the 
reel may be stopped from running back, the rod 
stuck up in the ground by the spike, and both 
hands being disengaged, the fisherman may stoop 
down and grasp him firmly behind the gills. 

If a fish of less than half a pound is hooked 
fairly, he may be cautiously lifted out by the line, 
but should he begin to struggle in the least de- 
gree, he must be allowed to drop into the water, 
where he will be again under the influence of the 
pliable rod, when he must be towed up again and 
another effort made to secure him. 

The principal differences between Trout and 
Grayling Fishing are, that the latter requires a 
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more delicate hand, a quicker eye, and the use of 
smaller flies upon the finest gut. The strike 
must be made on the instant of the rise. The 
fish may be sometimes seen, if he be of a good 
size and the water bright, a few inches before he 
gets up to the fly, and the fisherman must strike 
immediately that he does so, for his motion at 
the instant of seizure is too rapid to be visible. 

When the fisherman comes upon a favourable 
place for Grayling, he should recollect that this 
fish does not follow the fly as the Trout does, and 
should therefore allow it to float down the stream 
in a natural way ; for should a Grayling be wait- 
ing for it, and it is drawn away, " the fish will be 
disappointed of that which it was the fisherman's 
intention to entertain him with." 

It must also be remarked here that the mouth 
of the Grayling is much more tender than that of 
the Trout, therefore much more care in landing 
is required ; and a landing net is generally indis- 
pensable, especially where the banks are high, for 
the mouth will seldom bear his weight out of the 
water. 
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CHAPTER rV. 

OF A SELECTION OF INSECTS, AND THEIS IMITATIONS, 

USED IN FLT FISHING. 

Flies, &c. used in March. Flies, &c. for April. For May. For 
June. For July. For August. For September. Palmers for 
the Season. 

It would much exceed the proper limits and pur- 
pose of a Fishing Book to enter upon the details 
by which even the Genera and Orders, to which 
every fly here spoken of belongs, are known to. 
the Entomologist. Eeference can easily be made^ 
by means of the names placed on the pages oppo* 
site to the plates, to sources of abundant inform- 
ation on these points ; but the names given of 
some species and varieties of Ephemera would, 
when the first edition of this work appeared, 
in vain have been sought for. 

All the vulgar names known to me of each in-» 
sect are given for the purpose of assisting i&sher- 
men of various counties to recognize it. And 
the order in which they are placed is that of the 
months in which they are used, as forming, per- 
haps, the most convenient arrangement for his 
purposes. 

The term Dun appears to have been applied in 
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a general sense to the different species of Ephe- 
meridae, in their first winged state (except those 
of the largest size), another term being added to 
designate each species, as the Blue Dun, Yellow 
Dun, &c. 

In like manner the term Spinner seems to have 
been applied as a general name for the final 
change or perfect state of the same insects, another 
name also being added to distinguish each species, 
as the Red Spinner, Great Red Spinner, &c. 

It may be here added, that the imitations of 
the Palmers are, to the best of my knowledge and 
belief, new; and I beg leave to assure my brother 
Anglers, that they have proved very effective. 
The figures represent the insect in its medium 
size ; it may be made and used either larger or 
smaller. 

It should also be stated that the length of the 
lives of the Ephemeridae described below is esti- 
mated by the time they lived when confined in 
boxes. This confinement, however prejudicial, 
offered the only means of arriving at an ap- 
proximation. 
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No. 1 RED FLY. 

Order, Neuroptera. 
Family y Perlidce. 
GenuSy Nemoura, 

No. 2. COCK WING. (Blub Dun, Cock Tail.) 

Order, Neuroptera, 
Family, Ephemerid€B, 
Genus, Baetis. 

No. 3. RED SPINNNER. 
Order, Neuroptera, 
Family, Ephemerid^B. 
Genua, Baetis. 



I ' 



n.iY. 









FLIES FOR MARCH. 51 



No. 1. RED FLY. 

In a forward spring this fly comes out about 
the middle of February ; it is in season imtil the 
end of March, and may be used on fine but rather 
windy days until the Blue Dun (see No. 2.) and 
other flies come in. I have taken very large 
Grayling with it. 

IMITATION. 

Body. The dubbing is composed of the dark 
red part of squirrel's fur, mixed with 
an equal quantity of claret-coloured 
mohair, showing the most claret 
colour at the tail of the fly. This 
is spun on, and warped with brown 
silk thread. 

Wings. From a ginger dun covert feather of 
the mallard's wing. The pea hen 
has also feathers of the exact tint. 

Legs. Of a claret-coloured stained hackle. 
No feather of its natural colour, 
that I know of, is of the proper 

shade. 

To make it buzz, a copper tinged dun hackle 
is wound upon the above body. 
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No. 2. COCK WING. 

This fly lives three or four days in the state 
represented ; then becomes the Red Spinner (see 
No. 3.). It begins to be plentiful in the early 
part of March, or a little sooner, should the 
weather be mild. When in full season it will be 
found on the water, chiefly on rather cold windy 
days. It endeavours to take flight in three or 
four seconds after it leaves its Nympha. On cold 
days it seems to have rather more difliculty in 
rising from the water than in warm weather, and 
consequently becomes very frequently food for 
fishes at the moment of its new birth. 

IMITATION. 

Body. Fur of a hare's ear, or face, spun on 
yellow silk. When this dubbing- 
spun silk is warped on, some of the 
longest part of the dubbing is left 
out to form legs. 

Tail. Two small whiskers of a rabbit. 

Wings. From a feather of the starling's wing, 
slightly stained in onion dye. (See 
List of Dyes. ) 

Legs. If a suflicient quantity of dubbing was 
not left out for the legs, whilst the 
body was made, more must be pick- 
ed out of it with a needle. 
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No. 3. RED SPINNER. 

This is the name given to the Blue Dun (see 
No. 2.) after it has cast off its olive dun coat. 
It now appears of a bright red brown, and its 
wings, which were before rather opaque, are 
transparent. It lives four or five days. It sports 
in the sunshine, and will be more successfully 
used in warm than cold weather ; but when the 
sun becomes too powerful, this delicate insect 
seems to be disabled from continuing abroad in 
the middle of the day, and is to be considered 
more as an evening fly. Several of the other 
spinners (or perfect Ephemeridae) resemble it so 
nearly, that it may be kept as a model ; the tint 
only varying (as will be subsequently shown). 

IMITATION. 

Body. Brown silk, ribbed with fine gold 

twist. 
Tail. Two whisks of a red cock's hackle. 
Wings, From a mottled grey feather of the 

mallard, stained to match the colour 

of the natural wings. 
Legs. Plain red cock's hackle. 
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No. 4. WATER CRICKET. 

OrdeVy Hemiptera. 
Family, Hydrometridce, 
Genus, Velia. 
Species, Currens. 

No. 5. GREAT DARK DRONE. (Saw Flt, 
Gbeat Dabk Dun.) 

Order, JSt/menoptera. 
FamUy, Tenthredinida, 
Genus, Dolerus, 

No. 6. COW DUNG FLY. 

Order, Diptera, 
Family, Mtiscidis, 
Genus, Scatophaga. 
Species, Stercoraria. 
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No. 4. WATER CRICKET. 

This insect lives upon small flies, &c., whose 
blood it sucks in a manner similar to that of the 
land spider. It runs upon the water, and darts 
upon its prey whilst struggling on the surface, 
and is one amongst the first insects which the 
Trout finds there. In the hot summer months 
it is provided with wings. It may be fished with 
throughout this month, and the next, on all sorts 
of days, but principally when the Blue Dun is 
not very abundant upon the water. 

IMTTATION. 

Body. Orange floss silk, tied on with black 
silk thread. 

Legs. Are made best of one of the two 
longest feathers of a peawit's top- 
ping. If this cannot be easily pro- 
cured, a black cock's hackle will 
answer the purpose. Either of these 
must be wound all down the body, 
and the fibres then snipped offy as 
far up as is shown in the figure. 
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No. 5. GREAT DARK DRONE. 

This fly is found upon the grass in a very dvll 
(almost torpid) state, until nine or ten o'clock in 
the morning (whence its name of Drone) ; but 
when the sun begins to warm the air, it takes 
wing ; and afterwards, if there be a slight breeze, 
it will be found upon the water. 

There is a great variety of colour in the family. 
A bright orange is sometimes seen all over the 
body, a lemon colour sometimes pervades only 
the middle part of the body, the knee joints are 
sometimes tipped with orange, sometimes orange 
veins appear in the wings; and there is one 
variety of the most beautiful pea green colour 
imaginable; but the black body is by far the 
most frequently met with, and therefore the fly 
with this colour is usually fished with. 

IMITATION. 

Body. Mole fur, ribbed over with black ostrich, 

when spun on black silk. 

Wings and Legs. Made buzz with a dun 
hackle, the tint lighter than that of 
the natural wings. (See Chap. II. 
p. 31.) 

When this fly is made with wings and legs not 
buzz, the dun feather of the wing of the mallard 
is used, and a grizzle hacMe for legs, upon the 
same body. 
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No. 6. COW DUNG FLY. 

This fly is to be seen throughout the year. In 
the young state it is very abundant about the 
middle of March, when vast quantities are seen 
upon the water if there be a high wind. The 
colour of the male, when newly hatched, is a very 
bright tawny yellow, that of the female a greenish 
brown; she is rather smaller than the male, is 
found in as great numbers on the water, and is 
as good a fly to imitate. This insect is not in 
full season after the end of April, but in very 
blustering days may be used all the year round. 

IMITATION. 

Body. Yellow worsted, mohair, or camlet, 

mixed with a little dingy brown fur 
from the bear, and left rather rough, 
spun upon light brown silk. 

Wings. From the landrail. 

Legs. Of a ginger coloured hackle. 

The female is made buzz thus : 

Body. Olive-coloured mohair, or worsted, 
spun on silk of the same colour. 

Wings and Legs. Of a red cock's hackle, 

changed to a brown colour by put- 
ting it into a solution of copperas. 
(See Dyes, Chap. 11. p. 33. article 2.) 
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No. 7. PEACOCK FLY. 

Order, Coleoptera, 
Family, Staphylinid(B. 
Genus, Lathrobium, 
Species, Ehngatum, 

No. 8. MARCH BROWN. (Dun Drake, caUed in 
Wales the Cob Flt.) 

Order, Neuroptera, 
Family, Ephemeridce, 
Genus, Baetis. 

No. 9. GREAT RED SPINNER (or Light Mackerel). 

Order, Neuroptera. 
Family, Ephemeridte. 
Genus, Baetis. 



HVL 




/ 






\ 




v> 



/ 



<*^ 



y 





I 



FLIES FOR MABGH. 59 



No. 7. PEACOCK FLY. 

This small beetle is extremely abundant on 
warm sunny days. Its usual habit on alighting 
is to gather up the wings under its short wing 
scales (a habit like that of the earwig, which 
flies about in Autumn) ; but when it falls upon 
water, it cannot always succeed in doing so ; 
then, therefore, the wings lie nearly flat upon its 
back. However fine the day may be, and how- 
ever clear the water, some sport may still be 
expected with this fly, until the end of May, but 
it is most successfully used on a sultry gloomy 
day. 

IMITATION. 

Body. Brown peacock's herl, dressed with 
mulberry-coloured silk. 

Wings. The darkest part of a wing feather of 

the starling. 

Legs. A hackle stained dark purple ; ap- 
pearing black when looked down 
upon ; but when held up to the 
light, having a most beautiful dark 
tortoiseshell hue. (See Dyes, Chap. 
IL p. 34. article 5.) 
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No. 8. MARCH BROWN. 

The nympha of this fly seems to require a 
wanner day to enable it to rise to the surface of 
the water, and to change to a fly, than is required 
for the similar rise and metamorphosis of the 
Blue Dun's nympha (No. 2.) ; the fly lives three 
days in the state represented in the figure, then 
changes into the Great Red Spinner (see fig. 9.). 
The male has a chocolate hue, and the female a 
green brown ; it generally appears in great num- 
bers upon the streams, where it is found towards 
the latter end of March, and is very eagerly 
devoured by the Trout. It continues in season 
until May ; and although it can only occasionally 
be found later, recent experience has convinced 
me of the propriety of using it, upon some 
waters, as late even as July or August. 

IMITATION. 

Body. Fur of the hare's face ribbed over with 
olive silk, and tied with brown. 

Tail. Two stands of a partridge feather. 

Wings. Feather of the pheasant's wing, which 
may be found of the exact shade. 

Legs. A feather from the back of a par- 
tridge. 
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No. 9. GREAT RED SPINNER. 

The Dun Drake (fig. 8.) changes into this 
spinner, and enjoys for three or four days its 
newest state and title. It seems to be in season 
much longer than the Dun Drake, and may even 
be used on warm evenings during most of the 
summer months ; yet although the Dun Drake is 
not seen on the water after the middle of May, 
it would seem that it must still continue to come 
into existence afterwards, otherwise the Great 
Red Spinner could be in season only three or 
four days longer than the Dun Drake.* 



IMITATION. 

Body. Hog's down dyed red-brown (or orange 
and brown floss silk mixed), spun 
on brown silk. It is ribbed with 
fine gold twist. 

Tail. Two long whisks of a bright amber 
red stained hackle. 

Wings. From a feather of the starling's wing. 

Legs. A bright amber red stained hackle. 



* Although I have spoken of this Spinner as appearing through- 
out most of the summer months, I am by no means certain that the 
individuals which are produced later than the middle of May, may 
not be a distinct although very similar species of Bafe'tis. 
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No. 10. GOLDEN DUN MIDGE. 

Ordevy Diptera. 
Family, Tipulida. 
GenuSy Chironomus, 
Species, Flumosus. 

No. 11. SAND FLY. 

Order^ Trichoptera. 
Family, Phryganida, 
Genus, Phryganea, 

No. 12. STONE FLY. 

Order, Neuroptera, 
Family, PerlicUe. 
Genus, Perla. 
Species, Bicaudata, 
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No. 10. GOLDEN DUN MIDGE. 

The male has two feathered horns, which the 
female has not. It seems to require a warm day 
to disengage itself from its water njonpha. On 
such days very great sport may be had with it 
until the end of May. 

IMITATION. 

Body. Olive floss silk ribbed with gold twist, 
and tied with dun silk thread. 

Wings. From the palest feather of a young 
starling. 

Legs. A plain dun hackle. 
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No. 11. SAND FLY. 

This fly comes from a water larva. It is 
highly extolled by Mr. Bainbridge, who says, 
" that it may be reckoned as one of the best flies 
for affording diversion which can possibly be 
selected, for it may be used successfully at all 
hours of the day, from April to the end of Sep- 
tember, and is equally alluring to the Trout and 
Grayling." (Fly Fisher's Guide, p. 143.) My 
own experience leads me to recommend the use 
of it during April and May, on days when there 
is no abundance of any particular insect on the 
water. A fly very like it is used in September 
and October, called the Cinnamon Fly. 

IMTTATION. 

Body. Of the sandy coloured fur from the 
hare's neck, spun on silk of the 
same colour. 
Wings. From the landrail's wing made full. 
Legs. From a light ginger feather from the 

neck of a hen. 
This fly is made buzz with a feather from the 
underside of the wing of the throstle, wound 
upon the above body. 
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No. 12. STONE FLY. 

This fly comes from a water larva. It is heavy 
in its flight, but uses its legs with extreme 
activity, and is generally found amongst the 
stones, or close to the sides of the water. I have 
kept an individual alive for three weeks, during 
which time it drank much water. It is in season 
from the beginning of April until the end of May, 
and should be used in the rapid parts of streams, 
and on windy days where the water is rough. 

IMITATION. 

Body. Fur of hare's ear mixed with yellow 
worsted or camlet, ribbed over with 
yellow silk, leaving most yellow at 
the tail. 

Tail. A mottled stand or two of a partridge 
feather. 

Wings. Feather from the pheasant's wing. 

Legs. A hackle stained greenish-brown. 

HoBNS. Two rabbit's whiskers- 
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No. 13. GRAVEL BED. (Spider Fly.) 

Order, Diptera, 
Family, Tipulidce, 
Genus, Anisomera. 
Species, Obscura. 

No. 14. GRANNOM. (Green Tail.) 

Order, Trichoptera, 
Family, Phryganidce, 
Gentis, Tinodes. 

No. 15. YELLOW DUN. 
Order, Neuroptera. 
Family, Ephemerid<B. 
GenuSy Baetis. 
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Na 13. GRAVEL BED. 

This fly is not upon all waters: upon those 
where it is found it is extremely numerous on 
fine days; but in cold weather it seeks shelter 
amongst the larger stones of the gravel. It may 
be used all the day. It comes in about the 
middle of April, and lasts about three weeks. 



IMITATION. 

Body. Dark dun, or lead-coloured silk thread 

dressed very fine. 
Wings. From the underside of a feather of the 

woodcock's wing. 
Legs. A black cock's hackle rather long, 

wound twice, only, round the body. 

To make it buzz, a dark dun cock's hackle 
tinged brown may be used. 
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No. 14. GRANNOM. 

This fly comes from a water larva, and is upon 
the surface at about the same season as the Gravel 
Bed (No. 13.), and chiefly in the morning and 
evening. It lasts a little longer. The green tint 
of its body is derived from the colour of the 
eggs. It lays these upon the water. There are 
several varieties, but the figure (14.) represents 
the most common kind, and I have taken many 
of these flies out of the stomachs of Trout, even 
in August, which had a green colour at the tail 
of their bodies, and were as nearly as possible 
of the same size and general tint as those of 
April. 

IMITATION. 

Body. Fur of hare's face left rough, epun on 
brown silk. A little green floss sUk 
may be worked in at the tail to re- 
present the bunch of eggs there. 

Wings. Feather from th€ partridge's wing, and 
made very full. 

Legs. A pale ginger hen's hackle. 

Made buzz with a feather from the back of the 
partridge's neck, wound upon the above body. 
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No. 15. YELLOW DUN. 

This fly, proceeding from a water nympha, lives 
in the form shown about three days. It is on 
the water generally from ten o'clock until three, 
and is one of our best. There is a larger variety 
upon some waters, having a greenish yellow cast 
in the body and butt of the wing, but which 
hitherto has not proved so successful as that 
represented. 

IMITATION. 

Body. Yellow mohair, mixed with a little pale 
blue fur from a mouse. Or yellow 
silk thread well waxed with cobbler's 
wax to give it an olive tint. 

Wings. The lightest part of a feather from a 
young starling's wing. 

Legs. A light yellow dun hackle. 

To make it buzz, a lighter dun hackle than is 
represented in the figure is wound upon the 9ame 
body. 

This Yellow Dun changes to a Spinner of 
rather a lighter and yellower brown than that 
which the Blue Dun (No. 2.) turns to, is very 
nearly of the same size, and lives nine days. It 
is to be used on warm evenings. Its imitation 
may consequently be made of the same materials 
as that of the Red Spinner (see No, 3.), only 
choosing lighter tints. 

F 3 
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No. 16. IRON BLUE DUN. 

Order, Neuroptera, 
Family^ Ephemerida, 
GentiSf Bae'Hs, 

Na. 17- JENNY SPINNER. (Spinning Jbnny.) 

Order, Neuroptera. 
Family, Ephemeridce* 
Genus, Baetis, 

No. 18. HAWTHORN FLY. 

Order, Diptera, 
Family, Tipulidce, 
Genus, Bibio. 
Species, Marcu 
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No. 16. IRON BLUE DUN. 
After emerging from its water nympha, this fly 
remains about two days in the state shown, and 
then changes to the Jenny Spinner (see No. 17.). 
It is one of the smallest flies worth the Angler's 
notice, but not the least useful. The male has a 
brownish red crown or cap on his head. The fe- 
male is also crowned, but her cap is too small to 
be easily seen. It is in season from the latter end 
of April until the middle of June, and is on the 
water chiefly on cold days ; influenced by effects 
similar to those which act upon the Blue Dun, 
(See No. 2.) 

IMITATION. 

Body. Blue fur from a mole. Reddish 
brown floss silk may be tied on for 
the head. 

Tail. A whisk or two out of a yellow dun 
hackle. 

Wings. From a feather of the under-side of 
the cormorant's wing ; or, in default 
thereof, a feather from the breast of 
the water hen , the tip of which must 
be used. Or the upper end of the 
wing feather of a tomtit when in full 
plumage. 

Legs. A very small yellow dun hackle. 

It is difficult to find a hackle feather of the 
tint proper to make this fly buzz. 

F 4 
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No. 17. JENNY SPINNER. 

This is the name given to the Iron Blue (No. 
16.) in his new dress, and it lives four or five days 
after the metamorphosis, sporting in the stiU sum- 
mer atmosphere. The Iron Blue must be coming 
out of its nympha at the same time that this fly 
is in season ; the Iron Blue is however found on 
the water chiefly on cold days, from the end of 
April until the middle of June.* The Jenny 
Spinner lasts all the Summer, is out on mild 
days, particularly towards the evening, and is a 
killing fly even when the water is extremely fine. 

IMITATION. 

Body. White floss silk wound round the shank 
of the hook, &c. and tied on at the 
head and tail with brown silk, which 
must be shown. 

Tail. A whisk or two of a light dun hackle. 

Wings and Legs are best imitated by making 
them buzz ; for which purpose the 
lightest dun hackle that can be pro- 
cured should be used. 

* a little dark dun with a brown head, not exactly similar to, but 
very much like the Iron Blue, is found in August, and then a Spin- 
ner like the Jenny Spinner has an orange-coloured head, and the 
extremity of its body a lighter colour. 

There is also upon some waters a rather smaller ephemeral fly, 
similar in colour to the Jenny Spinner, whose metamorphosis does 
not change much, in tint, from the original. It is to be found in 
some seasons, upon the Blythe, in Staffordshire ; but upon Taly- 
llyn lake, in North Wales, this insect is so numerous, on warm 
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No. 18. HAWTHORN FLY. 

This fly is by some called the black caterpillar. 
It has good wings, and makes good use of them. 
It may be seen about the last week in April, when 
the air is warm, sporting up and down by the 
sides of hedges, and may then be used. There 
are three very common species, one of the size 
represented, another much larger, and another 
much smaller. The female of each has dark 
wings (almost black) ; whereas those of the 
male are a very pale blue falmost white). Her 
head is very much smaller than that of the male, 
and her body thicker. The male is most abun- 
dant. The figure (18.) represents him. 

IMITATION. 

Body. Black ostrich herl. 
Wings. From a feather of the sea swallow. 
Legs. A black cock's hackle; or one of the 
two largest feathers from a peawit's 
top-knot. 
The fly cannot very easily be made buzz, unless 
the female is imitated, in which case a black 
hackle, wound over the above mentioned black 
ostrich herl, will answer the purpose. 

evenings, sls to form clouds, settling upon the dress of a person 
passing by the lake (or upon any other object), where, in five or ten 
minutes, it changes its coat, leaving the old one upon the dress, &c., 
which, if of a dark colour, becomes spangled with seemingly white 
spots. The tail increases to quite four times its original length 
when this change takes place. 
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No. 19. LITTLE YELLOW MAY DUN. 

Order, Neuroptera, 
Family, EphemeridcB, 
Genus, Baetis. 

No. 20. BLACK GNAT. 

Order, Diptera. 
Family, Empidce. 
Genus, Ramphamyia, 

No. 2L DOWNHILL FLY. (Oak Flt, Ash Flt, 
Cannon Fly, Downlooker, Woodcock Fly, 
DowNHEAD Fly.) 

Order, Diptera, 
Family, Rhagionidce, 
Genus, Rhagio, 
Species, Scolopaceus, 
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No. 20. BLACK GNAT.* 

This insect skims the brook all day long in 
immense crowds, flying at great speed for about 
ten yards up and down the stream. When 
night approaches, or on cold wet days, it may be 
found on the grass at the water side. The sto- 
machs of Trout have been found nearly gorged 
with this fly. It is in season from the beginning 
of May until the end of June. 

IMITATION. 

Body. Black ostrich herl. 

Wings. The dark part of a feather from the 

starling. 
Legs. A black hackle. 

To make it buzz, a light dun hackle tinged 
with brown may be wound upon the above body. 

*" This is not a Gnat, although commonly called one by fisher- 
men. 
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No. 21. DOWNHILL FLY. 

This fly may be found upon the trunks of any 
kind of tree or post near the water side. As soon 
as it alights, it turns its head downward. It is 
in season throughout May and June, and may 
be used with most success on windy days. 

IMITATION. 

Body. Orange floss silk tied with ash-coloured 
silk thread, which may be shown at 
the tail and shoulders. 

Wings. From a feather of the woodcock. 

Legs. A furnace hackle (i. e. a red cock's 
hackle, with a black list up the 
middle, and tinged with black also at 
the extremities of the fibres). This 
should be warped all down the body, 
and the fibres snipped off again 
nearly up to where the wings are set 
on, leaving a sufficient quantity for 
the legs uncut off. 
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No. 22. TURKEY BROWN. (Little Brown Dun.) 

Order, JVeuroptera. 
Familyj Ephemeridce. 
Genus, Ephemera, 

No. 23. LITTLE DARK SPINNER. 

Order, Neuroptera, 
Family, Ephemeridce. 
Genus, Ephemera. 

No. 24. YELLOW SALLY. 

Order, Neuroptera. 
Family, Ferlida. 
Genus, Perla, 
Species, Lutea, 
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No. 22. TURKEY BROWN. 

This fly comes from water nympha, lives two 
days as shown, and then turns to the Little Dark 
Spinner (see No. 23.). It is to be used on cold 
days ; is a very good fly upon some waters ; and 
is in season from about the time that the March 
Brown becomes scarce until the end of June.* 

IMITATION. 

Body. Dark brown floss silk ribbed with 

purple silk thread. 
Tail. A whisk or two of a red cock's hackle, 

stained as for the legs. 
Wings. Tip of the brownest feather from a 

partridge's tail, or, if well selected, a 

feather may be found on the back of 

the partridge. 
Legs. Red cock's hackle stained a good 

brown with copperas. 

To make it buzz, a feather from the Grouse 
may be tied on, in the manner shown in the imi- 
tation of the Green Drake, No. 28. 

* A fly is found upon some waters, similar in every respect to 
the above, except that the wings partake of the colour of the Iron- 
blue. The Little-dark-Spinner, No. 23., answers for its metamor- 
phosis. 
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No. 23. LITTLE DARK SPINNER. 

This is the metamorphosis of the Turkey 
Brown (No. 22.). It is a most killing fly just 
at the beginning of dusk. 

IMITATION. 

Body. Mulberry-coloured floss silk ribbed 
over with purple silk thread. 

Tail. Three or four whisks out of the stained 
hackle feather which is used for 
the legs. 

Wings. From a feather of the starling's wing. 

Legs. From a purple stained hackle which 

appears black when looked down 

upon, but which shines with a dark 

tortoise-shell tint when held up be- 

■ tween the eye and the light. 
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No. 24. YELLOW SALLY. 

This fly comes from a water larva. It has 
been believed by some persons to last in season 
only six days, but it continues for six weeks or 
more, and may be used not unprofitably on very 
hot days, when it is busily employed laying its 
eggs upon the water, 

IMITATION, 

Body, Any yellowish buff fur ribbed with 
fawn coloured silk. 

Wings. From a wing feather of a white hen 
stained pale yellow. 

Lbgs. From an extremely pale ginger hackle, 
or a white feather dyed of a yel- 
lowish ginger tint. 
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No- 25. SKY BLUE. 

Order, Neuroptera, 
Family, Ephemeridcs. 
Genus, Baetis, 

No. 26. FERN FLY. (Soldier.) 

Order, Coleoptera. 
Family, Telephoridie. 
Genus, Telephorus. 
Species, Livadtts. 

« 

No. 27. ALDER FLY. (Orl Fly, in Wales caUed the 

HUBfP-BAGK.) 

Order, Neuroptera. 
Family, SiaUdiB. 
Genus, Sialis. 
Species, Niger. 
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No. 25. SKY BLUE. 

This fly comes from a water nympha, main- 
tains its present state of existence two or three 
days, and then changes to a much lighter fly or 
spinner, which lives three or four days. 



IMITATION- 

Body. Pale ginger mohair mixed with light 

blue fur. 
Tail. A whisk or two of the hackle used for 

the legs. 
Wings. From a feather of the sea swallow, or 

of a very light blue dun hen. 
Legs. Hackle stained a pale yellow. 

The body of the above-mentioned spinner is 
more brilliant than that of the Sky Blue; the 
wings perfectly transparent, and almost colour- 
less : it is very little used. 
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No. 26. FERN FLY. 

Two of the most common varieties of this 
genus are known by the appellations of the 
soldier and the sailor, one wears a red the other 
a blue coat : both are much admired by fish, and 
taken until the end of July, principally on hot 
days. They live upon other insects, such as the 
aphides, or plant-lice. 

IMITATION. 

Body. Orange floss silk. 

Wings. The darkest part of a feather from the 

stariing's wing. 
Legs. A red cock's hackle. 

To make it buzz, a furnace-hackle (see p. 77.) 
is wound upon the above body. It kills very 
well thus made. 
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No- 27. ALDER FLY 

This fly comes from a water nympha. It is 
earlier on some waters than on others. It lays 
its eggs upon the leaves of trees which overhang 
the water, and delights to skim the brook, but it 
may also be found at some distance from it. It 
is in season from about the last week in May 
until the end of June. 

IBilTATION. 

Body. Dark mulberry floss silk, or peacock's 
herl, tied with black silk. 

Wings. From a feather of a brown hen's wing. 

Legs. Dark amber stained hackle, or in case 
of need, a black cock's hackle will 
answer the purpose tolerably well. 

To make it buzz, a dark dun hackle tinged 
brown may be wound upon the above body. 
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No. 28. GREEN DRAKE. (Mat Fly, Cadow.) 
Order, Neuroptera. 
Famify, Ephemerida, 
Genus, Ephemera, 
Species, Vulgata. 

No. 29. GREY DRAKE. (GLOSst-wmGED Drake.) 
Order, Neuroptera. 
Family, EphemeridcB. 
Genus, Ephemera. 
Species, Vulgata. 
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No. 28. GREEN DRAKE. 

This fly, proceeding from a water nympha, lives 
three or four days as shown; then the female 
changes to the Grey Drake (No. 29.), and the 
male to the Black Drake (see p. 89.). The 
Green Drake cannot be saidto be in season quite 
three weeks on an average. Its season depends 
greatly upon the state of the weather ; and it will 
be found earlier upon the slowly running parts 
of the stream (such as mill dams) than on the 
rapid places. 

IMITATION. 

Body. The middle part is of pale straw co- 
loured floss silk,, ribbed with silver 
twist. The extremities are of a 
brown peacock's herl, tied with light 
brown silk thread. 

Tail. Three rabbit's whiskers. 

Wings and Legs. Made buzz from a mottled 
feather of the mallard, stained olive. 
(See Dyes, Chap. II. p. 35. article 4.) 

To make it with wings in their state of rest, 
part of a feather similarly stained must be used, 
and a pale brown Bittern's hackle, or in case of 
need, a partridge feather must be wrapped round 
the same body under the wings. 

o 4 



88 FLIES FOR JUNE. 

No. 29. GREY DRAKE. 

This is the metamorphosis of the female Green 
Drake. She lives three or four days, and is 
caught by the fish whilst laying her eggs on the 
water. She lasts a few days longer than the 
Green Drake, and is to be fished with in the 
evening. Some fishermen prefer other flies in 
season to this ; when well made, it will however 
furnish excellent sport, especially towards the 
evening. The buzz form is intended to imitate 
it when struggling and half drowned. 

IMITATION. 

Body. The middle part is of white floss 
silk, ribbed over neatly with silver 
twist. The extremities are of a 
brown peacock's herl tied with brown 
silk thread. 

Tail. Three rabbit's whiskers. 

Wings and Legs. Made buzz from a mottled 
feather of the mallard, stained a 
faint purple. 

To make it with wings at rest, the same pale 
purple stained feather may be used for them, and 
a dark purple stained hackle for the legs, upon 
the above body. 
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THE BLACK DRAKE. 

Is the male Green Drake metamorphosed. Its 
term of existence is about the same as that of 
the female above mentioned. It is smaller than 
the female, and very much darker, and is erro- 
neously supposed by some who call him the 
Death Drake, to kill her. He is never in season 
without her; but is not here represented, because 
he is not so fat and tempting a bait. 
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No. 30. MARLOW BUZZ. (Hazel Fly, Ck)CH-A. 

BONDDU, Shorn Fly.) 
Ordevy Coleoptercu 
Familyy ChrysomelidcB, 
GenuSf Chrysomela, 
SpecieSy Populi, 

No. 31. DARK MACKEREL. 

OrdeVy Neuroptera. 
Family^ Ephemerida, 
GentiSy Ephemera* 
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No. 31. DARK MACKEREL. 

This is the name given to the insect represented 
by the figure on the right hand side of the plate, 
after it has changed from a dark kind of Green 
Drake shown on the left side. Both the male 
and female change to the dark brown, but the 
former is the smallest and darkest fly. Their 
habits are similar in every respect to the Green 
and the Grey Drake (Nos. 28. and 29.). Sir H. 
Davy says that " the Green Ephemera, or May 
Fly, lays her eggs sitting on the water." (Sal- 
monia, p. 249.) My observations lead to the 
conviction that neither the dark nor Ught Green 
Ephemera lay eggs (being imperfect insects), but 
that their metamorphoses, the Grey Drake and 
the Dark Mackerel*, lay eggs (whilst rising and 



* The egg of this fly and that of all the last metamorphoses of 
the Ephemeridie, here spoken of, sinks to the bottom of the water, 
and is there, in a few days, hatched into a white grig ; this larva 
undergoes several transmutations before it becomes a nympha, 
which, rising to the surface at its appointed season, bursts the case 
or skin which incloses it (at the shoulders), displays beautiful wings, 
quits its old husk, and, after the lapse of a second or two, generally 
flies to the nearest terra firma, where it remains in solitude and 
shelter (from the wind and sun-beams) for about two days (see fig. 
22. plate 11.). It then undergoes its last metamorphosis, and enters 
upon its imago or perfect state (see fig. 23.), changing the whole of 
its envelopes, even those of its fine tails and legs. The tails and the 
two fore legs of the male increase to about double their former 
length, those of the female receive an accession of not quite one 
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falling, &c.) This fly continues in season until 
the end of June, or for a few days in July. 

IMITATION. 

Body. Dark mulberry floss silk, ribbed with 
gold twist. 

Tail. Three rabbit's whiskers. 

Wings. From a brown mottled feather of the 
mallard, which hangs from the back 
over a part of the wing. 

Legs. A purple dyed hackle, appearing black 
when looked down upon, but a dark 
tortoise-shell hue when held between 
the eye and the light. (See Dyes, 
Chap. II. p. 35. article 5.) 

third. The colour is generally altered, the wings become shining 
and transparent. The male carries two large stemmata upon his 
head, and a pair of callipers at the end of his body, which two pecu- 
liarities chiefly distinguish his appearance from the female. He is 
also usually rather smaller than she is. He may be seen merrily 
dancing, as it were, up and down in the air in vast crowds, fre- 
quently near a bush by the water side, whilst the female is to be 
discovered busily employed rising and falling and hovering over 
the water, and sometimes touching the surface and making use of 
her long tails to spring up again. She lays her eggs at this moment. 
The larva and nympha of the genus BaStis have three tails, 
although the fly which comes immediately out of the nympha has 
only two. 
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No. 32. PALE EVENING DUN. 
Order^ Neuroptera, 
Family^ JEphemericUe. 
Gentis, Cloeon. 

No. 33. JULY DUN. 

Order, Neuroptera. 
Family^ Ephemerida, 
Genus, Ephemera. 

No. 34. GOLD-EYED GAUZE WING. 
Order, Neuroptera. 
Family, HemerobiidtB, 
Genus, Hemerobius. 
Species, Perla. 
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No. 32. PALE EVENING DUN. 

This fly comes from a water nympha, lives 
two or three days as shown, and then changes to 
a brighter yellow bodied fly. It may be strongly 
recommended as a fly which can be used when 
the water is fine. 

IMITATION. 

Body. Yellow martin's fur spun on ^ale 
fawn-coloured silk thread. 

Wings. From a very fine grained feather of 
the starling's wing, stained of rather 
a lighter yellow than that which is 
used for the Green Drake, No. 28. 

Legs. Pale dun hackle. 

The brighter yellow bodied fly to which this 
changes lives four or five days, is fainter 
coloured, and more transparent in the wing. 
The change is not given, as the Dark Mackerel 
(No. 31.) is very much preferable for the even- 
ing. 
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No. 33. JULY DUN. 

This fly comes from a water nympha, lives 
three or four days as shown, and then changes 
to a very small Dark Spinner. It affords a great 
treat to the Trout and Grayling, and lasts until 
the August Dun takes its place, in the beginning 
of August. 

IMITATION. 

Body. Mole's fur and pale yellow mohair 
mixed and spun on yellow silk. 

Tail. Two or three whisks of a dark dun 
hackle. 

Wings. Dark part of a feather from the star- 
ling's wing, stained darker in strong 
onion dye. 

Legs. Dark dun hackle. 

To make it buzz, a lighter hackle may be 
wound upon the above body. 

The tint of its metamorphosis is the same as 
that of the Dark Mackerel, No. 31. It will 
catch well late in the evening. 
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No. 34. GOLD EYED GAUZE WING. 

This is rather a scarce insect upon some 
waters, but where it is found affords great sport 
on windy days. Both larger and smaller indi- 
viduals than that represented, of this green sort, 
are to be found, and also a brown kind much 
larger and with dark round spots upon it. The 
eye possesses wonderful brilliancy. It may be 
used as soon as the Green Drake goes out, for 
about three weeks, (i. e.) towards the middle or 
end of this month. 

IMITATION. 

Body. Very pale yellowish green floss silk, 
tied on with silk thread of the same 
colour. 

Wings and Legs. The palest blue dun hackle 
which can be procured. 



H 
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No. 35. WREN TAIL. (Frog Hopper, Pale 
Bbown Bent Hopper.) 

Order ^ Jffemoptera. 
Family^ CercopicUe, 
GenuSy Cercopis, 
Species, Spumaria. 

No. 86. RED ANT. 

Order, Hymenoptera, 
Family, FormicidcB. 
Gentis, Formica, 
Species, Rufa. 

No. 37. SHiVER HORNS. (Black Silver Twist.) 

Order, Trichoptera, 
Family, Leptoceridce. 
Genus, Leptocerus. 
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No. 35. WREN TAIL. 

There are many varieties of this insect ; the 
pale brown, the dark brown, and the greenish 
blue, are the most common. It is very busy on 
hot days hopping about and taking flights of 
about twenty yards, and this is the time to use 
it, for it sometimes drops short and falls upon the 
water. In colder weather it is found upon the 
long grass principally ; not much on the water. 
On very cold days it seems to seek shelter near 
the roots of the grass. 

IMITATION. 

BopY. Ginger-coloured fur ribbed with gold 

twist. 
Wings and Legs. Feather from a wren's tail. 
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No. 36. RED ANT. 

This insect is very abundant on the water 
after a swarm or flight of Ants and Emmets, the 
time of which is uncertain. There are two sorts ; 
the black and the red of the size shown, and two 
sorts much smaller, which are used later in the 
season. 

IMITATION. 

Body. Peacock's herl tied with red-brown 

silk. 
Wings. From a feather of the light part of a 

starling's wing. 
Legs. A red cock's hackle. 

The Black Ant is made of peacock's herl, and 
black ostrich mixed, for the body. Wings from 
the darkest part of the starling's wing, and legs 
a black cock's hackle. 
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No. 37. SILVER HORNS. 

This fly is extremely abundant upon some 
waters, and is well taken both by the Trout and 
Grayling until the end of August throughout the 
day, and principally in showery weather. The 
figure represents the female. The male has 
black horns.* 

IMITATION. 

Body. Black ostrich herl tied with black silk, 
and dressed oflP. 

Wings. Feather from a wing of the cock black- 
bird. 

Legs. Small black cock's hackle. 

Horns. Grey feather of the mallard. 

To make it buzz, the body is ribbed with silver 
twist upon the black ostrich herl, and a black 
hackle wrapped all down. 

* There is a variety upon some waters, which has a very shining 
highly polished jet-black wing. 
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No. 38. AUGUST DUN. 

Order^ Neuroptera, 
Family y Ephemeridce, 
Genus, Baetis. 

No. 39. ORANGE FLY. 

Order, Hymenoptera. 
Family, Ichneum>onidcB, 
Gen/us, Cryptis, 

No. 40. CINNAMON FLY. 

Order, Trichaptera. 
Family, Phryganicke. 
Gentis, Phryganea, 
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No. 38. AUGUST DUN. 

This fly comes from a water nympha, lives two 
or three days as shown, then changes to a Red 
Spinner. It is quite as important a fly for this 
month as the March Brown is for March. It is 
in season from the beginning of August to the 

middle of September. 

"•.•■■'.• 

IMITATION. 

Body. Brown floss silk ribbed with yellow 

silk thread. 
Tail. Two rabbit's whiskers. 
Wings. Feather of a brown hen's wing. 
Legs. Plain red hackle stained brown. 

It is made buzz with a grouse feather wound 
upon the above body* 

The Red Spinner, to which it changes, is very 
similar to that which the Blue Dun (No. 2.) 
turns to, and is a good fly on a mild evening. 
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No. 39. ORANGE FLY. 

This is one of the best flies that can be used 
both for Trout and Grayling. There are a great 
many varieties, some larger, some smaller than 
the representation. It may be used all day. 
Although discovered alive with difliculty, it is 
found abundant in the stomachs of the fish. It 
is furnished with an apparatus called the sting, 
used for the purpose of piercing the skin of cater- 
pillars, in which it deposits its eggs, the grub 
from which grows in, and ultimately kiUs, the 
insect in which it was hatched. 

IMITATION. 

Body. Orange floss silk tied on with black 

silk thread. 
Wings. Dark part of the starling's wing, or 

feather of a hen blackbird. 
Legs. A very dark furnace hackle. 
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No. 40. CINNAMON FLY. 

This fly comes from a water pupa. There are 
many varieties. The larger variety being stronger 
can resist the force of rain and wind better than 
that represented, and are therefore not so well 
known to the fish. It should be used in a heavy 
shower, and also on a windy day. In both cases 
very great diversion may be expected with it. 

IMITATION. 

Body. Fawn-coloured floss silk, tied on with 
silk thread of the same colour. 

Wings. Feather of a yellow brown hen's wing, 
rather darker than the landrail's 
wing feather. 

Legs. A ginger hackle. 

It is made buzz with a grouse feather or a red 
hackle stained brown with copperas, and tied on 
the same body. 
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No. 41. BLUE BOTTLE. 

OrdeVy Diptera, 
Family y MuscidiB. 
GenuSy Musca. 
Species, VomitoriOw 

No. 42. WHIRLING BLUE DUN. 

Order^ Neuroptera, 
Family, Fphemerida. 
GenuSy Baetis, 

No. 43. LITTLE PALE BLUE DUN. 

Order, Neuroptera. 
Family, Fphemeridce. 
GenuSy Cloeon. 

No. 44. WILLOW FLY. 

Order, Neuroptera^ 
Family, Perlidce. 
Genus, Nemoura. 
Species, Nehulosa, 
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No. 41. BLUE BOTTLE. 

This and the house fly become blind and weak 
in this month, and are therefore frequently driven 
on to the water on windy days, when very good 
sport may be expected with them. The Blue 
Bottle is perhaps to be preferred. It may be 
used until cold weather sets in, especially after a 
frosty night. 

IMITATION. 

Body. Bright blue floss silk tied with light 
brown silk thread, showing the 
brown at the head. 

Wings. Feather of the starling's wing. 

Legs. Black hackle from a cock wrapped 
down the principal part of the body. 

To make it buzz, a dark dun hackle may be 
wound upon the above body. 
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No. 42. WHIRLING BLUE DUN. 

This fly comes from a water nympha, lives 
about three days as shown, then turns to a Light 
Red Spinner. It is in season until the middle 
of October, and on the water chiefly in blustering 
cold weather. It has been supposed to be a 
second edition of the Yellow Dun of April, If 
compared with that it will be found rather smal- 
ler and more of a ginger colour. 

IMITATION. 

Body. Squirrel's red brown fur mixed with 
yellow mohair, tied with yellow silk 
thread well waxed. 

Tail. One or two whisks of a pale ginger 
hackle. 

Wings. Feather from a starling's wing not 

very light. 
Legs. Pale ginger hackle. 

The Red Spinner lives three or four days. 
In making it, reference may be had to fig. 3. 
plate 4. It must be rather lighter than that 
figure. 
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No. 43. LITTLE PALE BLUE DUN. 

This fly comes from a water nympha, lives two 
or three days as shown, then changes to a more 
delicate fly than that represented. It is upon 
the water at the same time as the Whirling Blue 
(No. 42.), and lasts until the end of the fishing 
season. It is very abundant, and taken equally 
well by both Trout and Grayling. 

IMITATION. 

Body. Very pale blue fur mixed with a very 

little yellow mohair. 
Wings. Feather from the sea swallow. 
Legs. The palest blue hackle to be had. 

To make it buzz, a sea swallow's feather only 
may be wound upon the same body. 

The metamorphosis of this fly has very trans- 
parent wings. It is too delicate to be imitated. 
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No. 44, WILLOW (OR WITHY) FLY. 

This fly comes from a water larva. It is ex- 
tremely abundant during this month and the 
next, and even later in the season. On very fine 
days it may be even found on the water in 
February. It generally flutters across the stream, 
and is best imitated buzz fashion. 

IMITATION. 

Body. Mole's fur spun upon yellow silk. 
Wings and Legs. A dark dun cock's hackle 
strongly tinged a copper colour. 
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No. 45. RED PALMEE. 

This is the qat^rpiljar of the Ar<5tia caga, or 
Tiger Moth. I have found this palmer mor^ 
abundantly than any other e^rly in the Sp^g? 
and can recommend use of it to be made as soon 
as the water is fit for fishing after a flood ; also 
on windy days. 

IMITATION. 

Peacock herl with a red cock's hackle wrapped 
over it, and tied with dark brown silk thread. 



No, 49. BROWN PALMER. 

This is the caterpillar of the Spilosoma lubri- 
cepeda, or common Ermine Moth. 

It will catch fish throughout the fishing season, 
and may be used with most success after a flood 
and on windy days. 

IMITATION. 

Mulberry-coloured worsted spun on brown 
silk thread, and a brown stained cock's hackle 
wrapped over the whole of it. 
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No. 47. BLACK PALMER. 

This is the caterpillar of the Laciocampa rubi, 
or Fox Moth. 

It is used at the same times as the Brown 
Palmer. 

IMITATION. 

Black ostrich herl ribbed with gold twist, and 
a red cock's hackle wrapped over it. 
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Aldeb FI7, 85. 

Amber colour, recipe for dye- 
ing, 36. 

Art of throwing a fly, 38. 

Artificial fly, method of mak- 
ing an, 28. ; should closely 
resemble the natural fly, 
13. 41. 

Ash Fly, 74. 

August Dun^ 103. 

Barton's iris ornaments, 16. 

Basket, or Creel, 33. 

Bees and Wasps not taken by 
Trout, 12. 

Bent Hopper, 98. 

Black Drake, 89. 

Black Gnat, 76. 

Black Silver Twist (Fly), 98. 

Blue Bottle, 107. 

Blue Dun, 51. 

Blythe (river), 5. 

Bottom-line (or foot-line), 25. 

Boxes and Books for flies, 33. 
, Brewster, Sir David, on de- 
flected light, &c., 16. 

Brown, Rev. Thomas, 7. 

Brown colour, recipe for dye- 
ing, 34—36. 

Buzz Flies, method of making, 
30. ; manner of using, 42. 

Cadow, 86. 
Cannon Fly, 74. 
Carlisle Hook, 27. 
Casting-line (or Bottom), 25. 
Choice of a fly for fishing, 

40. ; of weather, 39. 
Cinnamon Fly, 105. 



Clearing Ring, 34. 

Cob Fly, 58. 

Coch-a-bonddu, 90. 

Cock Wing, 50. 

Cock Tail, 50. 

Colours of the Grayling, 16. ; 

of the Trout, 2. 
Condition of the Grayling, 

16.; of the Trout, 2. 
Cow Dung Fly, 57. 
Creel, or Pannier, 33. 

Dark Mackerel Fly, 92. 

Davy, Sir Humphrey, on the 
fins of Trout, 2.; on the 
colouring matter in the sur- 
face of the skin of Trout, 
3. ; on the use of nostrils in 
fish, 14.; on the localities 
of the Grayling, 18. 

Deflected light, 16. 

Down HiU Fly, 77. 

Down Head Fly, 74. 

Down Looker, 74. 

Dropper and Stretcher, 37. 

Dubbing Bag, 27. 

Dun Drake, 58. 

Dum6ril on the taste, &c. in 
Fish, 14. 

Dyes, recipes for, 34. 

Examination of the stomach 
of the Trout, 15.; of the 
Grayling, 20. 

Ephemeral Flies, account of, 
92. 

Feeding of Trout, 12. 
Fern Fly, 84. 
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Fiery Furnace, 104. 

Fins of the Grayling, 16.; of 

the Trout, 1. 
Fishing-hut (or observatory), 

5. 
Fishing, manner of, for Trout, 

37. ; for Grayling, 47. 
Fly, choice of a, 40. 
Flies, small, why and when 

preferred, 41. 
Fly Books and Boxes, 33. 
Fly making, 27. 
Food of the Grayling, 20.; 

of the Trout, 12. 
Foot-line or Bottom, 25. 
Form of the Grayling, 15. 
Frog Hopper (light brown), 

99. 
Furnace hackle, 77. 

Gold-eyed Gauze Wing, 97. 

Golden Bun Midge, 63. 

Glossy winged Drake, 86. 

Grayling, 15. ; form, 15.; fins, 
15.; weight, 16.; colour, 
16.; condition, 16.; haunts, 
18.; food, 20.; other names 
for, 21.; fishing for, 47. 

Grannom, 68. 

Gravel Bed, 67. 

Great Dark Drone, 56* 

Great Dark Dun, 54. 

Great Red Spinner, 61. 

Green Drake, 87. ; recipe for 
dying a feather for, 35. 

Green Tail, 66. 

Grey Drake, 88. 

Gut, recipe for staining, 36.; 
manner of proving the 
strength of, 26. 

Haunts of Grayling, 18. ; of 

Trout, 3. 
Hawthorn Fly, 73. 
Hazel Fly, 90. 
Hearing, sense of, in fish, 6. 



Hooks, Kendal, Kirby, Lime- 
rick, Carlisle, temper of, 27. 
Humble Bee, 12. 

Iris ornaments, &c., 16. 
Iron Blue Dun, 71. 
Jenny Spinner, 72. 
July Dun, 96. 

Kendal Hook, 27. 
Elilling a fish, manner of, 46. 
Kirby Hook, 27. 
Knot of three coils, to make 
the, 30. 

Landing Net, 33.; for Gray- 
ling indispensable, 47. 

Life, resemblance of, should 
be given to the artificial 
fly, 41. 

Light Mackerel Fly, 58. 

Limerick Hook, 27. 

Line, 23. 

Little Dark Spinner, 80. 

Little Pale Blue Dun, 109. 

Little Brown Dun, 78. 

Little Yellow May Dun, 75. 

Manner of fishing, 37* 

March Brown, 58. 

Mario w Buzz, 91. 

May Fly, 86. 

Measurement of the Trout, I . 

Nostrilsof fish, use of the, 13. 

Oak Fly, 74. 

Observatory described, 5. 
Olive Dun colour, recipe for 

dyeing, 35. 
Orange Fly, 104. 
Orl Fly, 82. 

Pale Brown Bent Hopper, 98, 
Pale Evening Dun, 95. 
Palmers, black, brown, red. 
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111^ 112.; method of mak- 
ing, 31.; never totally out 
of season, 41. 

Pannier, or Creel, 33. 

Peacock Fly, 59. 

Plan or map of a brook, 4. 

Practice in throwing a fly, 38. 

Preparation of the rod and 
line, 37. 

Purple feather, recipe for 
dyeing, 35. 

Recipes for dyeing, 34. 
Red Fly, 51. 
Red Spinner, 53. 
Red Ant, 100. 
Reel, 23. 

Resemblance of life should be 
given to the artificial fly, 4 1 . 
Rod, 22. 

** Rising short " explained, 43. 
River Blythe, 5. 

Salmo Fario, 1. 

Salmo Thymallus, 21. 

Sand Fly, 64. 

Saw Fly, 54. 

Sense of hearing in fishes, 6. ; 

of sight, 8.; of smell, and 

taste, 11. 
Shadow, 44. 
Shorn Fly, 90. 
Shyness of the Trout, 5. 
Sight of fishes, 8. 
Silver Horns Fly, 101. 
Sky Blue Dun, 83. 
SmaU FUes, 41. 
Smell and tast« in fish, 11. 
Soldier Fly, 82. 
Spawning of Trout, 6. 
Species of Trout, 70.; of 

Flies, 48. 
Spinning Jenny, 70. 
Spider Fly, 66. 
Sport, state of the water in 

reference to, 39. 



Stationary position of the 
Trout, 6. 

Stomach of fishes, manner of 
examining, 15.; of Trout, 
14. •, of Grayling, 20. 

Stone Fly, 65. 

Stretcher and Dropper, 37. 

Striking a fish, manner of, 45. 

Sudden cessation of rises, 43. 

Tackle, 22. 

Tackle-makers, 33. 

Taste and smell offish, 11.16. 

Temper of hooks, 27. 

Throwing a fly, art of, 38. 

Throwing to a fish just risen, 
44. 

Trout, measurement, 1. ; 
weight, 1.; fins, 1. ; colour, 
2. ; condition, 2. ; haunts, 
3. ; stationary position, 6. ; 
hearing, 6. ; sight, 8. ; taste 
and smell, 11.; feeding, 
&c., 12. 

Turkey Brown, 78. 

Umber, or Grayling, 21. 

Wasps and Bees, rejected by 
fish, 12. 

Water, the state of, for fish- 
ing, 39. 

Water Cricket, 55. 

Weather, choice of, for fish- 
ing, 39. 

Weight of the Trout, 1. ; of 
the Grayling, 15. 

Whirling Blue Dun, 108. 

WiUow Fly, 110. 

Woodcock Fly, 74. 

Wren Tail, 98. 

Yellow Dun, 69. 
Yellow Sally, 81. 



THE END. 
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In all its Branches, reduced to a System of Easy Practice. For the use of Private Familiet. 
In a Series of Receipts, all of which have been strictly tested, and are g^ven with the roost 
minnte exactness. By Eliza. Acton. New Edition : with Directions for Carvinfc* and other 
Additions. Fcp. 8vo. with Plates and Woodcuts, 7s. 6d. cloth. 

** The whole of Mias Acton'a recipes. ' with a few trifling excpptions, which are scmindoaBly specified, are e<m 
fined to anch as may be perfectlj depended on. fronx having been proved beneath oar own roof, and under our own 
personal inapection.' We add, moreover, that the recipes are all reasonable, and never in any instance extravagant. 
They do not bid us sacrifice ten pounds of excellent meat, that we may ^et a couple of quarts of gravy from it ; 
nor do they deal with butter ana eggs as if they cost nothing. Miss Acton's book is a good book in every wav ; 
there is right-mindedness in every page of it, as well as thorough knowledge and experience of the subjects sne 
handles." MEDioak Gauttb. 

AIKIN.-SELECT WORKS OF THE BRITISH POETS, 

From Ben Jonson to Beattie. With Biog^vphical and Critical Prefaces by Dr. Ai kin. New 
Edition, with Supplement, by Lucy Aikin ; consisting^ of additional Selections from more 
recent Poets. 8vo. 18s. cloth. 

ALLEN ON THE ROYAL PREROGATIVE.-AN INQUIRY 

into the RISE and GROWTH of the ROYAL PREROGATIVE. By the late John Allbn, 
Master of Dulwich CkiUe^tre. New Edition, with the Author's last corrections : preceded by 
M. B^ren^er*s ** Kapport" on the Work read before the Institute of France: an Article on 
the same firom the Edinburgh Rbvirw; and a Biogfraphical Notice of the Author. To 
which is added, an Inquiry into the Life and Character of King^ Eadwi^, firom the Author's 
MS. 8vo. INearljf readjf. 

ANDERSEN.-THE TRUE STORY OE MY LIFE : 

A Sketch. By Hans Christian Andbrsbn, Author of **The Shoes of Fortnne,*' "The 
Niffhtinrale," " O. T.," " Only a Fiddler," ** The Improvisatore," &c. Translated by 
Mary Howitt. Fcp. 8vo. 5s. cloth. 

THE ARTISAN CLUB.-A TREATISE ON THE STEAM 

ENGINE, in its Application to Mines, Mills, Steam Navigation, and Railways. By the 
Artisan Club. Edited by John Bourns, C.B. New Edition. With ao Steel PUitet and 849 
Wood Engravings. 4to. 27s. cloth. 

BAKER-RAILWAY ENGINEERING ; 

Containing the most approved Methods of laying out Railway Corves, and of setting^ oat the 
Cuttings, Embankments, and Tunnels of Railways : with a General and two Auxiliary Tables, 
for the Calculation of Earthworks of Railways. Canato, &c. Alf o, the Investigation of the 
Formula for the Superelevation of the exterior Rail in Curves. By T. Baker, Surveyor and 
Civil Engineer. 8vo. 6s. cloth. 

BALL.-AN ACCOUNT OF THE CULTIVATION AND MANU- 

FACTURE of TEA in CHINA t derived firom Personal Observation during an Official Resi- 
dence in that Country of upwards of Twenty years ; and illustrated by the best Authorities, 
Chinese as well as European. With some Remarks on the Experiments now making for the 
Introduction of the Culture of the Tea Tree in other parts of tne World. By S. Ball, Esq., 
late Inspector of Teas to the East India Company in China. 8vo. with Plates and Woodcuu, 
I4s. cloth. 

BANFIELD AND WELD.-THE STATISTICAL COMPANION ; 

exhibitin^i^ the most interesting Facts in Moral and Intellectual, Vital, Economical, and 
Political Statistics, at home and abroad. Compiled from Official and. other authentic Sources, 
by T. C. Ba n piBLD, Statistical Clerk to the Council of Education ; and C. R. W bld, Assistant- 
Secretary to the Royal Society. Fcp. 8vo. 6s. cloth. 
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DE LA BECHE— REPORT ON THE GEOLOGY OF CORN- 

VfKLU DEVON, and WEST SOMERSET. By Hinbt T. Db la Bkchb, P.R.8. &c.. 
Director of the Ordnance Geological Surrey. Published by Order of tbe Lords Commiaakmen 
of H.M. Treasury. 8vo. with Maps, Woodcuts, and 19 larg^e Pates, I4s. cloth. 

DE LA 6RAVIERE.-SKETCHES OF THE LAST NAVAL 

WAR. Translated firom tbe French of Capf. E. Juribn de la Gravibrb, with an Introdnc- 
tion and Notes, by tbe Hon. Capt. Plunkett, R.N. Author of <*The Past and Fatore of 
the British Navy." a vols, post 8yo. with 9 Plans of Naval Actions, I8s. clotlu 

DE STRZELECKI.-THE PHYSICAL DESCRIPTION OF 

NEW SOUTH WALES and VAN DIEMAN*S LAND; accompanied by a Geolofrical Map 
Sections, and Diagrams, and Figures of the Or^nic Remains. By P. E. Db Strzbi.bcbi. 
8vo. with coloureu Map and numerous Plates, 248. cloth. 

DIBDIN.-THE SUNDAY LIBRARY : 

Ck>ntainin^ nearly One Hundred Sermons, by eminent Divines. With Notes, &c. by tbe Rev. 
T. F. Dibdin, D.D. 6 volb. fcp. 8vo. with Six Portraits, SOs. cloth ; or, ^n. 128. 6d. neatly 
half-bound in morocco, with gilt edges. 

DISCIPLINE. 

By the Author of " Letters to my Unknown Friends,** " Twelve Years Ago,** and " Some 
Passages from Modem History.** I8mo. 2a. cloth. 

DISNEY.-MUSEUM DISNEIANUM : 

Being a Teacription of a Collection of Ancient Marbles, Bronzes, and various other Specimens 
of Ancient Art, in the possession of John Disnky, Esq. F.R.S. F.S.A. at the Hyde, near 
Ingatestone. With numerous Plates and Wood Engravings. 1 vol- 4to. comprising 120 
Illustrations, £4. I4s. 6d. cloth. 

CONTBNTS. 

Part I. Marbles. Comprising Fifty-nine Plates, chiefly Busts, with some whole-length 

Statues, and some Bas-reliefs. 
Part IL Miscellaneous Antiquities, chiefly in Bronze. Comprising Five Statues, many 

IjaniDs Trioods Patins &c 
Part in. Vases an A Fictilia.— Sold separately, only to the purchasers of the First and 
Second Parts, ^2. 2s. clotn. 

DOUBLEDAY MD HEWITSON'S BUTTERFLIES. — THE 

GENERA of BUTTERFLIES, or DIURNAL LEPIDOPTERA ; comprising their Generic 
Characters— a Notice of the Habits and Transformations— and a Catal^ue or the Species of 
each Genus. By Edward Doubleday, Esq. F.L.S. &c., Assistantin the Zoological Depart- 
ment of the British Museum. Imperial 4to. uniform with Gray and Mitchell's OmithoIopnTi 
Illustrated with 75 Coloured Plates, by W. C. Hewitson, Esq. Author of " British Oology." 

%* Publishing in Monthly Parts, Ss. each ; each part consisting of 2 colouredplatea, with 
Letter-press giving the Generic Characters, a short Notice of the Habits, and a CSatalogne of 
the Species of each Genus. To be completed in about 40 Parts, of which 31 are now rSiudj, 

DRESDEN 6ALLERY.-THE MOST CELEBRATED PICTURES 

Of the ROYAL GALLERY at DRESDEN, drawn on Stone, ft>om the Originals, by Franz 
HanfBtaengl : with Descriptive and Biosraphical Notices, in French and German. Nos. I. 
to LIV. imperial folio, each containing 3 Plates, with Letter press, price 206. to Subscribers ; to 
Non Subscribers, 308. Single Plates, 12s. each. 

*•* To be completed in 6 more numbers, price 20s. each, to Subscribers. Nos. LI. to LX. 
contain each Four Plates and Letterpress. 

DUNLOP.-TRAVELS IN CENTRAL AMERICA. 

With a Journal of nearly Three Years* Residence in the Country. To which are added, a 
Sketch of the History of the RepnbUe. and an Account of iu Climate, Productions, Com- 
merce, &c. By Robbrt Glasgow Dunlop, Esq. Post 8vo. with Map, l(to. 6d. cloth. 

DUNLOP.-THE HISTORY OF FICTION : 

Being a Critical Account of the most celebrated Prose Works of Fiction, from the earlieat 
Greek Romances to the Novels of the Present Age. By John Dunlop, Esq. New Edition, 
complete in One Volume. 8vo. 15s. cloth. 

EASTLAKE. - MATERIALS FOR A HISTORI OF OIL 

PAINTING. By Charlbs Lock Eastlare, Esq. R.A. F.R.S. F.S.A. ; Secretary to the 
Royal Commission for Promoting the Fine Arts in connexion with tbe rebuilding of the Houses 
of Parliament, &c. 8vo. 16s. cloth. 

*«* VoL II. On the Italian Practice of Oil Painting, k preparing for publication. 
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ECCLESIASTES ; OR, THE PREACHER. 

The Words of the Preacher, Son of David, King of Jerusalem. From the Holy Scriptures. 
Being the Twelve Chapters of the Book of Ecclesiastes, elegantly illuminated, in the Missal 
Style, by Owen Jones. Imperial 8vo. in very massive carved covers, 42s. ; or handsomely 
bound in morocco, 50s. 

ECCLESTON.-AN INTRODUCTION TO ENGLISH ANTI- 

QUITIES. Intended as a Companion to the History of England. By Jambs Ecclb 
STON, B.A. Head Master of Sutton Coldfield Grammar School. 8vo. with numerous En- 
gravings on Wood, 21s. cloth. 

ELLIOTSON.-HUMAN PHYSIOLOGY : 

With which is incorporated much of the elementary part of the *' Institutiones Physiologicae*' 
of J. F. Blumenbach, Professor in the University of GOttingen. By John Elliotson, aI.D. 
Cantab. F.R.S. Fifth Edition. 8vo. with numerous Woodcuts, j^. 2s. cloth. 

THE ENGLISHMAN'S GREEK CONCORDANCE OF THE 

NEW TESTAMENT: being an Attempt at a Verbal Connexion between the Greek and the 
English Texts ; including a Concordance to the Proper Names, with Indexes, Greek-English 
and English-Greek. New Edition, with a new Index. Royal 8vo. 42s. cloth. 

THE ENGLISHMAN'S HEBREW AND CHALDEE CON- 

CORDANCE of the OLD TESTAMENT; being an attempt at a Verbal Connection between 
the Original and the English lYanslations : with Indexes, a List of the Proper Names and 
their occurrences, &c. 2 vols, royal 8vo. ^Z, 13s. 6d. cloth; large paper, ^4, 14s. 6d. 

EbTVOS -THE VILLAGE NOTARY : 

A Romance of Hungarian Life. Translated from the Hungarian of Baron EOtvOs, by Otto 
Wbnckstern. With Introductory Remarks, written expressly for the present Translation, 
by Francis Pclszky. 3 vols, post 8vo. ^Nearly rec^y. 

EPHEMERA.-A HAND-BOOK OF ANGLING ; 

Teaching Fly-fishing, Trolling, Bottom-fishinsr, Salmon-fishing; with the Natural History of 
River Fish, and the best modes of Catching them. By Ephbmbra, of " Bell's Life in 
Loudon.'' New Edition, enlarged. Fcp. 8vo. with numerous Woodcuts, 9s. cloth. 

ERMAN -TRAVELS IN SIBERIA: 

including Excursions northwards, down the Obi, to the Polar Circle, and southwards to the 
Chinese Frontier. By Adolph Erman. Translated by W. D. Coolby, Esq. Author of 
** The History of Maritime and Inland Discovery ;" Translator and Editor of Parrot's 
" Journey to Ararat." 2 vols. 8vo. with Map, 31s. 6d. cloth. 

ETHERIDGE -THE APOSTOLICAL ACTS AND EPISTLES, 

From the Peschito, or Ancient Syriac. To which are added, the remaining Epistles, and the 
Book of Revelation, after a later Syrian Text. Translated, with Prolegomena and Indices, by 
J. W. Etheridg>e, M.A. Doctor in Philosophy of the University of Heidelberg, and Member of 
the Asiatic Society of Paris. Royal 12mo. 7s. 6d. cloth. 

EVANS.-THE SUGAR PLANTER'S MANUAL : 

Being a Treatise on the Art of obtaining Sugar from the Sugar Cane. By W. J. Evans, M.D. 
8vo. 9s. cloth. 

FAREY.-A TREATISE ON THE STEAM ENGINE, 

Historical, Practical, and Descriptive. By John Farby, Engineer. 4to. with 25 Plates, 
and numerous Woodcuts, ^6*5. 6s. boards. 

FERGUSSON.-AN HISTORICAL INQUIRY INTO THE TRUE 

PRINCIPLES of BEAUTY in ART, more especially with reference to ARCHITECTURE. 
By Jambs Fbrgusson, Esq. ; Author of '* An Essay on the Ancient Topography of 
Jerusalem." '* Picturesque Illustrations of Ancient Architecture in Hindostan,'^ &c. With 
6 Copperplates, a coloured Lithographic Engraving, and upwards of 100 Woodcuts. Imperial 
8vo. 30s. cloth. 

FLOWERS AND THEIR KINDRED THOUGHTS : 

A Series of Stanzas— On Hope, Innocence, Modesty. Childhood, Humility. Joy, Love, Con- 
stancy, Fascination, Timidity, Fine Taste, Thougnts, Recollection, and Fnendship. By 
Mary A nnb Bacon. Illustrated by the Snowdrop. Primrose, Violet, Harebell, and Pimpernel, 
Lilley of the Valley, Hawthorn, Rose, Honeysuckle, Carnation, Convolvulus, Fuchsia, Pansy, 
Forget-me-not, and Holly ; designed and printed in Colours by Owen Jones. Imperial 8vo. 
Sis. 6d. elegantly bound. 




FORSTER.-THE HtSTORICAL GEOGRAPHY OF ARABIA ; 

or, the Patriftrcbal ByidencM of Revealed Reliji^ion. A Memoir, with illustrative Maps 
and an Appendix, containing^ Translations, with an Alphabet and Glossary of the Ha- 
myaritic Inscriptions recently discovered in Hadramaut. By the Rev. Chablks Forsy bb, 
Author of " Manooietauism Unveiled/' 2 vols. 8vo. 308. cloth. 

FOSS.-THE JUDGES OF ENGLAND : 

with Sketches of their Lives, and Miscellaneous Notices connected with the Courts at West- 
minster fVom the time of the Conquest. By Edward Fobs, F.S.A. of the Inner T«nple. 
Vols. I. and II. 8vo. 288. cloth. 

FOSTER.— A HANDBOOK OF MODERN EUROPEAN LITE- 

RATURB : British, Danish, Dutch, French, German, Hunf^rian, Italian, Polish and Rus- 
sian, Portugese, Sminish, and Swedish. With a Aill Biographical and Chronological Index. 
By Mrs. Foster. Fcp. 8vo. 88. 6d. cloth. 

%* The object of this book is, not so much to give elaborate criticisms on the various writers 
in the language to whose literatare it is intended as a guide, as to direct the student to the 
best writers in each, and to inform him on what subjects they have written. 

FROM OXFORD TO ROME ; 

And, How it fared with some who lately made the Journey. By a Companion Travbllrr. 
New Edition, revised and corrected. Fcp. 8vo. with Frontispiece, 6s. cloth. 

FRUITS FROM THE GARDEN AND THE FIELD. 

A Series of Stanzas. By Mary Anne Bacon, Author of "Flowers and their kindred 
Thoughts." With beautiftil Illustrations of Fruit, designed and printed in Colours by Owen 
Jones. Imp. 8vo. uniform with ** Flowers and their kindred Thoughts,'' Sis. 6d. [Nearip ready, 

GARDINER.-SI6HTS IN ITALY : 

With some Account of the Present State of Masic and the Sister Arts in that Country. By 
William Gardiner, Author.of "Sacred Melodies," " Music of Nature," &c. ; Member of 
the Academy of St. Cecilia, Rome ; and of the Class of Fme Arts de I*Institut uistorique de 
France. 8vo. with engraved Music, 16s. cloth. 

GIBBON'S HISTORY OF THE DECLINE AND FALL OF THE 

ROMAN EMPIRE. A new Edition, complete in One Volume. With an Account of the Author's 
Life and Writings, by Alexander Chalmers, Esq. F.A.S. 8vo. with Portrait, 18s. cloth. 

%* An Edition, in 8 vols. 8vo. 60s. boards. 

GILBART.-A PRACTICAL TREATISE ON BANKING. 

By Jambs William Gilbart, F.RS. General Manager of the London and Westminster 
Bank. 6th Edition, with Portrait of the Author, and View of the " London and Westminster 
Bank," Lothbury. 2 vols. 8vo. 24s. cloth. 

GOLDSMITH. — THE POETICAL WORKS OF OLIVER 

GOLDSMITH. Illustrated by Wood Engravings, from Designs by Members of the Btchinr 
Club. With a Biographical Memoir, and Notes on the Poems. Edited by Bolton Corn by 
Esq. Square crown 8vo. uniform with *< Thomson's Seasons," 21s. cloth; or, bound in 
morocco, by Hayday, ^1. 168. 

GOWER.— THE SCIENTIFIC PHJINOMENA OF DOMESTIC 

LIFE, familiarly explained. By Charles Foote Goweb. New Edition. Fcp. 8vo. with 
Wood Engravings, 5s. cloth. 

GRAHAM.-ENGLISH ; OR, THE ART OF COMPOSITION : 

explained in a Series of Instructions and Examples. By G. F. GrahXm. New Edition, 
revised and improved. Fcp. 8vo. 6s. cloth. 

6RANT.-LETTERS FROM THE MOUNTAINS. 

Being the Correspondence with her Friends, between the years 1773 and 1803. By Mrs Grant, 
of Laggan. New Edition. Edited, with Notes and Additions, by her son, J. P. Gkant. 
Esq. 2 vols, post 8vo. 21s. doth. ' 

GRANT -MEMOIR AND CORRESPONDENCE OF THE 

Jate Mrs. Grant, of Laggan, Author of "Letters from the Mountains," «• Memoirs Of an 
American Lady,*» &c. Edited by her Son, J. P. Grant, Esq. New Edition. 
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with Portrait, Sis. 6d. cloth. 



3 vols, post 8V0. 
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GRAY'S ELEGY (ILLUMINATED). 

Grat'8 Elegy, written in a Ck>i7NTRY Churchyard, nivminated, in the Miasal style, 
by Owen Jon es, Architect. Imperial 8vo. Sis. 6d. el^^tly bound. 

GRAY-TABLES AND FORMULiE FOR THE COMPUTATION 

of LIFE CONTINGENCIES; with copious Examples of Annuity, Assuraace, and Friendly 
Society Calculations. By Peter Gray, F.R.A.S. Associate of the Institute of Actuaries of 
Great Britain and Ireland. Royal 8vo. 15s. cloth. 

GRAY AND MITCHELL'S ORNITHOLOGY.-THE GENERA 

Of BIRDS ; comprising their Generic Characters, a Notice of the Habits of each Genus, and 
an extensive List of Species, referred to their several Genera. By Qeorop Robert Gray, 
Acad. Imp. Georg. Florent. Soc. Corresp. Soiior Assistant of the Zoological Department, 
British Museum ; and Author of thJe ** List of the Genera of Birds," &c. 3 vols, imperial 4to. 
illustrated with 350 coloured and plain Plates, by David William Mitchell. 

*«* Parts I. to XLIX. imperial 4to. 10s. 6d. each.>-Part L., with Title, Indexes, Tables, 
&c. completing the work, in 3 vols., is nearly ready. 

6RIMBL0T.-LETTERS OF WILLIAM III. AND LOUIS XIV. 

and of their Ministers. Illustrating the Domestic and Foreign Politics of England from 
the Peace of Ryswick to the Accession of Philip V. of Spain (1697 to 1770). Edited by Paul 
Grimblot. 2 vols. 8vo. 80s. cloth. 

6WILT.-AN ENCYCLOP JIDIA OF ARCHITECTURE ; 

Historical, Theoretical, and Practical. By Joseph Gwilt, Esq. F.S.A. Illustrated with 
upwards of 1,000 Engravings on Wood, from Designs by J. S. Gwilt. 8vo. 52s. 6d. cloth. 

SIDNEY HALL'S NEW GENERAL LARGE LIBRARY ATLAS 

OF FIFTY-THREE MAPS (size 20 in. by 16 in.), with the Divisions and Boundaries care- 
fully coloured ; and an Alphabetical Index of all the Names contained in the Maps, with their 
Latitude and Longitude. An entirely New Edition, corrected throughout from the best and 
mo9t recent Authorities ; with all the Railways laid down, and many of the Maps re-drawn 
and re>engraved. Colombier 4to. ^5. Ss. half-bound in russia. 

" Tbia is one of the very best of the larger collections of maps with which we are acquainted, for clearness and 
accuracy, as well as its very reasonable cost. Several striking improvements characterise Uie edition before us. It 
has again undergone compaiison with the best autliorities, contains many corrections consequent on the latest 
Government surveys, supplies all the various lines of railway neatly laid down, gives quite new maps where necessary 
and is enriched with an alphabetical index of mo'e than $evetity thousand names of places contained in the collection' 
with their degrees of latitude and longitude. This indez, which is quite invaluable, U printed with exquisite clear- 
ness ; and we have examined a sufficient number of names and places to be convinced ot its general and faulUeM 
accuracy. Of Maps, it has been properly said that they are works always in progresa. They can never be conaidet«d as 
finished, because they unceasingly wait corrections to be supplied by the science and enterprise of succeeding ages. 
A glance at the beautiful volume before us, and the most cursory comparison of it with the best collectiona at the 
opening of the present centurv, will shew us the astounding rapidity with which, in such matters, both enterprise 
and science have advancKl of late, and the more than equal pace that is k«M>t with both by all whose duty it is to 
popularise and make accessible their re.-ult8. Such a book as this could as little have been placed within the reach of 
moderate means half a century ago, aa the information it contains could have been even gueaaed at."— ExaJiiMKK. 

HALL.-MIDSUMMER EVE: 

A Fairy Tale of Love. By Mrs. S. C. Hall. With nearly 300 Wood Engravings from Designs 
by D. Maclise, C. Stanfield, T. Creswick, T. Landseer, and other eminent Artists. Square 
crown 8vo. 218. cloth. 

HARRISON.-ON THE RISE, PROGRESS, AND PRESENT 

STRUCTURE of the ENGLISH LANGUAGE. By the Rev. M. Harrison, M.A. late 
Fellow of Queen's College, Oxford. Post 8vo. 8s. 6d. cloth. 

** An able, enlightened, and philosophical work. From the erudite and scholarly manner in which the anthor has 
treated the subject, he has contrived to make his work not only excellent for the special purpose fbr which it is intended, 
but, firom the mass of curious information which it contuns, ^ally interesting to iQl classes of readecs."— 8o]u>at Tucu. 

HAWBUCK GRANGE ; 

Or, the Sporting Adventures of Thomas Scott, Esq. By the Author of <* Handley Cross ; or, 
the Spa Hunt." With Eight Ulustrations by Phiz. 8vo. 128. cloth. 

HAWKER-INSTRUCTIONS TO YOUNG SPORTSMEN 

In all that relates to Guns and Shooting. By Lieut.-Col. P. Hawker. New Edition, 
corrected, enlarged, and improved ; with Eighty-five Plates and Woodcuts by Adlard and 
Branston, firom Drawings by C. Varley, Dickes, &c. 8yo. 2U. cloth. 

HAYDON.— LECTURES ON PAINTING AND DESIGN : 

Delivered at the London Institution, the Royal Institutiou/Albemarle Street, to the University 
of Oxfor^ &c. By B. R. Hay ook. Historical Painter. With Portraits of the Author and of 
Sir David Wilkie, and Wood Engravings, f^om Designs by the Author. 2¥0l|i. 8vo. 248. cloth. 
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SIR GEORGE HEAD— ROME : 

A Tour of Many Days. By Sir Gborob Head. 8 YoU. 8vo. 368. clotb. 

** The roads, the ttreeti, the palaces, the churches, the fountains, the public bnildinffs, and the prirate houses of 
any note, the batibA, the fortiflcations, tne arches, the cemeteries, the walla, the villas, the temples, the monuments, 
the theatres, the forums, the ruins, and the relics of every kind, and the bmabitants also, are all set before us in the 
best possible order. In short, it is a standard work, to last like Rome !" Litx&abt Gasxttx. 

SIR JOHN HERSCHEL.-OUTLINES OF ASTRONOMY. 

By Sir John F. W. Hbrschbl, Bart. &c. &c. &c. 8vo. with Plates and Woodcuts, 188. 

** We take our leave of this remarkable work, which we hold to be, beyond a doubt, the most remarkable of the 
works in which the laws of astronomy and the appearances of the heavens are described to»those who are not mathe- 
maticians nor observers, and recalled to those wno are." Athxmjbvx. 

MRS. HEY.-THE MORAL OF FLOWERS ; 

Or, Thoufi^bts gathered from the Field and the Garden. By Mrs. Hbt. Being a New Edition 
of " The Moral of Flowers ;" and consisting of Poetical Thoughts on Garden and Field 
Flowers, accompanied by Drawings beautifully coloured after Nature. Square crown 8yo. 
uniform in size with ''Thomson's Seasons illustrated by the Etching Club," 2ls. cloth. 

MRS. HEY.-STLVAN MUSINGS ; 

Or, the Spirit of the Woods. By Mrs. Hby. Being a New Edition of the ''Spirit of the 
Woods ;" and consisting of Poetical Thouffhts on fbrest Trees, accompanied by Drawings of 
Blossoms and Foliage, beautifully coloured after Nature. Square crown Svo. uniform in size 
with "Thomson's Seasons illustrated by the Etching Club," ais. cloth. 

HINTS ON ETIQUETTE AND THE USAGES OF SOCIETY : 

With a Glance at Bad Habits. By hyoaiy6s. " Manners make the man." New Edition, 
revised (with additions) by a Lady of Rank. Fcp. Svo. 2s. 6d. cloth. 

HISTORICAL PICTURES OF THE MIDDLE AGES, 

In Black and White. Made on the spot, firom Records in the Archives of Switzerland. By a 
Wandbrino Artist. 2 vols, post Svo. ISs. cloth. 

HOARE.-A PRACTICAL TREATISE ON THE CULTIVATION 

OF THE GRAPE VINE ON OPEN WALLS. By Clbment Hoarb. New Edition. Svo. 
7s. 6d. cloth. 

HOARE.-A DESCRIPTIVE ACCOUNT OF A NEW METHOD 

Of PLANTING and MANA"GING the ROOTS of GRAPE VINES. By Clement Hoarb, 
Author of " A Treatise on the Cultivation of the Grape Vine on Open Walls." 12mo. Ss. cloth. 

HOLLAND-MEDICAL NOTES AND REFLECTIONS. 

By Hbnrt Holland, M.D. F.R.S. &c. Fellow of the Royal Collegfeof Physicians, Phvsician 
Extraordinary to the Queen, and Physician in Ordinary to His Royal Highness Prince Albert. 
New Edition. Svo. ISs. cloth. 

HOOK -THE LAST DAYS OF OUR LORD'S MINISTRY: 

A Course of Lectures on the principal Events of Passion Week. By Walter Farquhar 
HooK, D.D. Vicar of Leeds, Prebendary of Lincoln, and Chaplain in Ordinary to the Queen. 
New Edition. Fcp. Svo. 6s. cloth. 

HOOKER -KEW GARDENS ; 

Or, a Popular Guide to the Royal Botanic Gardens of Kew. By Sir William Jackson 
Hooker, K.H. D.C.L. F.R.A. & L.S. &c. &c. Director. New Edition. 16mo. with numerous 
Wood Engravings, 6d. sewed. 

HOOKER.-THE BRITISH FLORA, 

In Two Vols. Vol. I. ; comprising Phsenogamous or Flowering Plants, and the Ferns. By Sir 
William Jackson Hooker, K.H. LL.D. F.R.A. and L.S. &c. &c &c. New Edition, with 
Additions and Corrections ; and 173 Fig^es illustrative of the Umbelliferous Plants, the 
Composite Plants, the Grasses, and the Ferns. Svo. with 12 Plates, 14s. plain; with the 
Plates coloured^ 24s. cloth. 

Vol. II. in Two Parts, comprising the Cryptogamia and Fungi. Svo. 24s. cloth. 

HORNE -AN INTRODUCTION TO THE CRITICAL STUDY 

and KNOWLEDGE of the HOLY SCRIPTURES. By Thomas Hartwell Hornb, B.D. 
of St. John's College, Cambridge; Rector of the united Parishes of St. Edmund the King 
and Martyr, and St. Nicholas Aeons, Lombard Street ; Prebendary of St. PauPs. New 
Edition, revised and corrected. 5 vols. Svo. with numerous Maps and Facsimiles of Biblical 
Manuscripts, 638. cloth; or if 5, bound in calf. 



f PUBLISHED BY MESSRS. LONGMAN, BROWN, AND CO. 



-A COMPENDIOUS INTRODUCTION TO THE 

„ . the BIBLE. By Tmoma! H*iitwhll Hornk, B.D. of St. Jobn'i Collcra, 
■nidce. Beine «n Analyaia of hii ■' liitrocbcCion to the CtlticaL Stmly »nd Knoi.- 
horiheHaly Scripturm.'' Nen Eilillao, coirecied and eakrged. I3mo. witb Maps and 



JT.-THE CHILDREN'S YEAR. 



BTT.-TIIE BOY'S COUNTRY BOOK: 

^therealLifBof a Country Boy, written hy bimselfi eiiliilJitlnr alJ tlie Amuiemt 
■ Piireuita of Cliildren in the Connlry. Edited hy William Hohitt. J 



-THE RURAL LIEE OF ENGLAND. 

mHowitt. New EdTlion, corrected and reviBcd. Medium 8to. 

d, by Bewick and WilUaius, Bnitorm with " Viiita to Reinarknhle Pli 

i:t.-visits to remarkable places; 



.ngravinga 



[ialory and 
son Wood, 



RTT -THE RURAL AND SOCIAL LIFE OF GERMANY : 

VObariKteriniQ Sketches of its Chief Citiea at>d Scenery. Collected in a General Tour, 
a Residence inthat Country. By William Howirr. Medium avo. with so 

-COLONISATION AND CHRISTIANITY: 

[iitory oftbe Treatment oflhe Natives, in all their Coloniei, hy the Europeans. 
■ HswiiT. INjstSvo.10e.6d. cloth. 

IN AND CONYBEARE.-THE LIFE AND EPISTLES 



J, S. Ho« 



leKev. 



. J. Cos 



».— THE EXECUTOR'S GUIDE. 

IjHDiioii, Exi- late of the Le^ncy Duty Ofhce, London; Author of" Plain Dire 
(Willi," and "The Pareufs Hand-hook." Nen Edition. Fcp. Svo. 6t. do 

|N~PLAIN DIRECTIONS^FOR MAKING WILLS 

idded, a clear Elpoaitinn of the Law relating tt 



le had in 



ic volun 



]lolli. 



.1 inform 



with the Anther's 



o. noifocm with Murray's " Uomc and Coloi 

JDN VON HUMBOLDT'S COSMOS 

haketchoraPbyiicalDescripCianoftheUnivi 

fe-cu-openition, under the anperintendcnce of Lieuienani-ixnonei i^nwAiin babink. k.a, 
K o„ „ o ^„ Edition. Ifimo. uniform with Mr, Mumy'a "Home and Colonial 

9. 1, and 1 1, price Half-a-Crown each. 

loriwd "Library Edition," in poal 8vo., Vols. I. and II. price ISa. each, may 

IPHREYS.-A RECORD OP THE BUCK PRINCE; 

a Selection of each Fassugce in his Life as have been miHt nuaintly and iirlkinely nar- 

■' " hed with hiiiily-wroughtMinialurei and 

iS. referring to Eventa connected willi 
Fnt Bio. In a richly carved and piercad 



den of the Period. Unil 
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NEW WORKS AND NEW EDITIONS 



I 



HUNT.-RESEARCHES ON LIGHT : 

An Bziuninatioa of all the Phenomena connected with the Chemical and Molecnlar Changes 
produced by the Infloence of the Solar Raya; embracing; all the known Photopaphic Pro- 
oeaaes,and new Diaooveriea in the Art. By Robbrt Hunt, Keeper of Miomg Recorda, 
Moseum of Economic Geolognr* 8vo. with Plate ahd Woodcuta, 10s. 6d. cloth. 

JAMES. -A HISTORY OF THE LIFE OF EDWARD THE 

BLACK PRINCB, aad of varions Events connected therewith, which occurred during^ the 
Reign ot Edward III. King of England. By 6. P. R. Jambs, Esq. New Edition. 9 yoIs. fcp. 
8vo. Map, 16s. cloth. 

MRS. JAMESON.-LEGENDS OF THE MONASTIC ORDERS : 

comprising the History of the Franciscans, as connected with the Revival of Art: LM^nds 
of those Royal Personages who died in the Religious Habit ; and Notes on the Remains of 
English L^endary Art. By Mrs. Jambson, Author of *' Sacred and Legendary Art," &c. 
Square crown 8vo. with numerous Illustrations. [Nearly rtMdff, 

S* To be followed by ** Legends of the Madonna," by the same Author, similarly illustrated. 

MRS. JAMESON.- SACRED AND LEGENDARY ART. 

By Mrs. Jambson. With numerous Wood Engravings, and Sixteen Etchings by the Author. 
2 vols, square crown 8vo. 42s. cloth. 

JEBB.-A LITERAL TRANSLATION OF THE BOOK OF 

PSALMS ; intended to illustrate their Poetical and Moral Structure. To which are added, 
Dissertations on the word "Selah," and on the Authorship, Order, Titles, and Poetical 
Features, of the Psalms. By the Rev. John Jbbb, A.M. 2 vols. 8vo. 21s. cloth. 

JEFFREY. - CONTRIBUTIONS TO THE EDINBURGH 

REVIEW. By Francis Jbffrbv, nowOne of the Judges of the Court of Session in Scotland 
New Edition. 3 vols.^vo. 42s. cloth. 

BISHOP JEREMY TAYLOR'S ENTIRE WORKS : 

With the Life by Bishop Hbbbb. Revised and corrected by the Rev. Chablbs Paob 
Edbn, Fellow of Oriel College, Oxford. Vols. II. III. IV. V. and VI. 8vo. lOs. 6d. each. 

*»* In course of publication, in Ten Volumes, price Half-a-Guinea each.— Vol* I. fthe Uut 
in order of publicanon) will contain Bishop Heber's Life of Jeremy Taylor, extended by the 
Editor.— Vol. VII. is in the press, 

JOHNSON.-THE FARMER'S ENCYCLOPJIDIA, 

And Dictionary of Rural Affairs : embracing all the recent Discoveries in Agricultural Che- 
mistry ; adapted to the comprehension of unscientific readers. By Cuthbbbt W. Johnson. 
Esq. F.R.S. Barrister-at-Law; Editor of the ** Farmer's Almanack," &c. 8vo. with Wood 
Engravings, j6'2. 10s. cloth. 

JOHNSON.-THE WISDOM OF THE RAMBLER, ADTEN- 

TURER, and IDLER: comprising a Selection of 110 of the best Essays. By Samubi. 
Johnson, LL.D. Fcp. 8vo. 7s. cloth. 

SIR ROBERT KANE.-ELEMENTS OF CHEMISTRY, 

Theoretical and Practical : including the most Recent Discoveries and Applications of tbe 
Science of Medicine and Pharmacy to Agriculture and to Manufactures. By Sir Robbbt Kanb, 
M.i). M.R.I.A. 2d Edition, corrected and greatly enlarged; illustrated by 290 Woo4 En- 
gravings. In One large Volume, 8vo. of about 1,100 pages, 28s. cloth. 

KEMBLE.-THE SAXONS IN ENGLAND : 

a History of the English Commonwealth till the period of the Norman Conquest. By Johk 
MiTCHBLL Kemblb, M.A. F.C.P.S., &c. 2 vols. 8V0. 288. cloth. 

KINDERSLEY.-THE VERY JOYOUS, PLEASANT, AND 

REFRESHING HISTORY of the FeaU, Exploite, Triumi^, and Achievementa of the Good 
Knight, without Fear and without Reproach, the gentle LORD DE BAYARD. Set forth in 
English by £t>wABD Cocbbubn Kindbrsley, Esq. With Ornamental Headings, and 
Frontispiece by E. H. Wehnert. Square post 8vo. 9s. 6d. cloth. 

KIP.-THE CHRISTMAS HOLYDAYS IN ROME. 

By the Rev. W. Inobaham Kip, M.A. Edited by^ the Rev. W. Sbwbll, BJ). Fellow and 
Tutor of Exeter Collie, Oxford. New Edition. Fcp. 8vo. 5s. cloth. 



KIRBY&SPENCE -AN INTRODtlCTION TO ENTOMOLOGY ; 

Or, Elements of the Natural History of Insects : comprising an account of noxious and useful 
Insects, of their Metamorphoses, Food, Stratagems, Habitations, Societies, Motions, Noises, 
Hybernation, Instinct, &c. By W. Kirbt, M.A. F.R.S. & L.S. Rector of Barham ; and W. 
Spbncb, Esq. F.R.S. & L.S. New Edition. 2 vols. 8vo. with Phites, 31s. 6d. cloth. 

LARDNER'S CABINET CYCLOPAEDIA; 

Ck)mpri8ing a Series of Original Works on History, Biography, Natural Philosophy, Natural 
History, Literature, the Sciences, Arts, and Manufactures. By Bishop Thirlwall, Sir 
Jambs Mackintosh, Sir John Hbrschel, Sir Walter Scott, Thomas Moorb, 
Robert Southet, and other eminent Writers. 



The Series, complete, in One Hundred and Thirty-three V(dnmes, £99, 18s. 
separately, 6s. per yolume. 



The works. 



TSS 8JEBISS COJUPJRLSES:— 



1. Bell's History of Russia 8 vols. 

2. Bell's Lives of British Poets . . 2 vols. 
S. Brewster's Treatise on Optics. 1 vol. 

4. Cooley's Maritime and Inland 

Discovery 3 vols. 

5. Crowe's History of France .... 3 vols. 

6. De Morgan On Probabilities. . 1 vol. 

7. De Sismondi's History of the 

Italian Republics I vol. 

8. De Sismondi's Fall of the 

Roman Empire 2 vols. 

9. Donovan's Chemistry 1 vol. 

10. Donovan's Domestic Economy 2 vols. 

11. Dunham's Spain and Portugal, 5 vols. 

12. Dunham's History of Den- 

mark, Sweden, and Norway. . 3 vols. 
18. Dunham's History of Poland . 1 vol. 

14. Dunham's Germanic Empire. . 3 vols. 

15. Dunham's Europe during the 

Middle Ages 4 vols. 

16. Dunham's British Dramatists, 2 vols. 

17. Dunham's Lives of Early Wri- 

ters of Great Britain 1 vol. 

18. Fergus's History of the United 

States 2 vols. 

19. Fosbroke's Grecian and Ro- 
man Antiquities 2 vols. 

20. Forster's Lives of the States- 

men of the Commonwealth . . 5 vols. 

21. Forster, Mackintosh, and Cour- 

tenay's Lives of British 
Statesmen 7 vols. 

22. Gleig's lives of Military Com- 

manders 3 vols. 

23. Grattan's History of the Ne- 

therlands 1 vol. 

24. Henslow's Treatise on Botany 1 vol. 

25. Herschei's Astronomy I vol. 

26. Herschei's Prdiminary Dis- 

course on theStudy of Natural 
Philosophy :. 1vol. 

27. History of Rome 2 vols. 

28. History of Switzerland 1 vol. 

29. Holland's Manu&ctures in 
Met&l 3 vols. 

30. James's Lives of Foreign States- 

men 5 vols. 

81. Kater & Lardner's Mechanics, I voL 
32. Keightley's Outlines of History 1 vol. 



188. 


33. 


12s. 


34. 


68. 


85. 




36. 


188. 




18s. 


37. 


6s. 






38. 


6s. 






39. 


12s. 




6s. 




128. 


40. 


30s. 


41. 


18s. 


42. 


6s. 


43. 


18s. 






44. 


248. 




12s. 


45. 


6s. 


46. 




47. 


128. 


48. 


129. 


49. 


30s. 


50. 




51. 


428. 






52. 


18s. 






53. 


6s. 




6s. 


54. 


6s. 






55. 


68. 


56. 


12s. 


57. 


68. 


58. 




59. 


188. 


60. 


SOS. 


61. 


6s. 




68. 


62. 



Lardner's Arithmetic 1 vol. 6s. 

Lardner's Geometry l vol. 6s. 

Lardner on Heat i vol. 6s. 

Lardner's Hydrostatics and 
Pneumatics i vol. 6s. 

Lardner and Walker's Electri- 
city and Magnetism 2 vols. 12s. 

Mackintosh, Wallace, and Bell's 
History of England 10 vols. 60s. 

Montgomery and Shelley's 
Italian, Spanish, and PortU" 
guese Authors 3 vols. 18s. 

Moore's History of Ireland 4 vols. 24s. 

Nicolas 's Chronology of His- 
tory 1 vol. 68. 

Phillips's Treatise on Geology. 2 vols. 128. 

Powell's History of Natural 

Philosophy i vol. 68. 

Porter's Treatise on the Manu- 
facture of Silk 1 vol. 6s. 

Porter's Manufacture of Por- 
celain and Glass i vol. 68. 

Roscoe's Lives of Brit. Lawyers 1 vol. 6s. 

Scott's History of Scotland. ... 2 vols. 12s. 

Shelley's Lives of French Au- 
thors 2 vols. 128. 

Shnckard and Swainson's Trea- 
tise on Insects 1 vol. 68. 

Southey's Lives of British Ad- 
mirals 5 vols. 30s. 

Stebbing's History of the 
Church 2 vols. 12s. 

Stebbing's History of the Re- 
formation 2 vols. 12s. 

, Swainson's Preliminary Dis- 
course on Natural History . . 1 vol. 6fi. 

Swainson's Natural Historyand 
Classification of Animals 1 vol. 68. 

Swainson's Habits and In- 
stincts of Animals 1 vol. 6s. 

Swainson's Quadrupeds I vol. 6s. 

Swainson's Birds 2 vols. 12. 

Swainson's Fish, Reptiles, &c. 3 vols. 12s. 

, Swainson's Shells and Shellfish 1 vol. 6s. 

. Swainson's Animals in Mena- 
geries 1 vol. 6s. 

Swainson's Taxidermy and Bib- 

lic^^phy t 1vol. 6s. 

Thirlwall's History of Greece 8 vols. 48s. 
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NEW WORKS AND NEW EDITIONS 
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/ 



LAING -THE CHRONICLE OF THE KINGS OF NORWAY, 

From the Earliest Period of the History of the Northern Sea Kings to the Middle of the Twelfth 
Century, commonly called THE HEIMSKRIN6LA. Translated from the Icelandic of 
Snorro Storleson, with Notes, and a Preliminary Discourse, by Samuel Laino, Esq. 
S vols. 8vo. 36s. cloth. 

LAIN6.-A TOUR IN SWEDEN, 

In 1838 ; comprising observations on the Moral, Political, and Economical State of the Swedish 
Nation. By Samubl Laino, Esq. 8vo. 12s. cloth. 

LANDOR.-THE FOUNTAIN OF ARETHUSA. 

By Robert Etres Landor, M.A. Author of "The Fawn of Sertorius/' "The Impious 
Feast,'' Tragedies, &c. 2 vols, post 8vo. 188. cloth. 

LATHAM.-ON DISEASES OF THE HEART. 

Lectures on Subjects connected with Clinical Medicine ; comprising Diseases of the Heart. 
ByP. M. Latham, M. D., Physician Extraordinary to the Queen ; and late Phy^ciian to St. 
Bartholomew's Hospital. New Edition. 2 vols. 12mo. 16s. cloth. 

LEE -ELEMENTS OF NATURAL HISTORY. 

For the use of Schools and Young Persons : comprising the Principles of Classification 
interspersed with amusing and instructive original Accounts of the most remarkable Animals. 
By Mrs. R. Lee. 12mo. with Fifty-five Woodcuts, 7s. 6d. bound. 

LEE-TAXIDERMY ; 

Or, the Art of Collecting, Preparing, and Mounting Objects of Natural History. For the 
use of Museums and Travellers. By Mrs. R. Lbb. New Edition, improved, with an account 
of a Visit to Walton Hall, and Mr. Waterton's Method of Preservmg Animals. Fcp. 8vo. 
with Woodcuts, 7s. cloth. 

L. E. L.-THE POETICAL WORKS OF LETITIA ELIZABETH 

LANDON ; comprising the IMPROVISATRICE, the VENETIAN BRACELET, the GOLDEN 
VIOLET, the TROUBADOUR, and other Poetical Remains. New Edition, uniform with the 
smaller Edition of Mr. Macaulay's " Lays of Ancient Rome," and Moore's ** Songs* Ballads, 
and Sacred Songs." 2 vols. 16mo. with Vignette- titles. {Nearly reeidy, 

*«* Also, an Edition, in 4 vols. fcp. 8vo. with Illustrations by Howard, &c. 28s. cloth ; 
or 4^2. 4s. bound in morocco. 

LESLIE.-MEMOIRS OF THE LIFE OF JOHN CONSTABLE, 

Esq. R.A. Composed chiefly of his Letters. By C. R. Leslie, Esq. R.A. New Edition, 
with further Extracts from his Correspondence. With two Portraits (one from a new Sketch 
by Mr. Leslie), and a Plate of " Spring," engraved by Lucas. Small 4to. 21s. cloth. 

LETTERS TO MY UNKNOWN FRIENDS. 

By A Lady, Author of ** Twelve Years Ago." New Edition. Fcp. 8vo. 6s. 6d. cloth. 

LINDLEY.-INTRODUCTION TO BOTANY. 

By J. Lindlet, Ph.D. F.RS. L.S. &c. Professor of Botany in University College, London. 
New Edition, with Corrections and copious Additions. 2 vols. 8vo. with Six Plates and 
numerous Woodcuts, 24s. cloth. 

LINDLEY.-A SYNOPSIS OF THE BRITISH FLORA, 

Arranged accordingto the Natural Orders. By Professor John Lindley, Ph.D., F.R.S., &c. 
New Edition, with numerous additions and corrections. 12mo. 10s. 6d. cloth. 

LINDLEY.-THE THEORY OF HORTICULTURE ; 

Or, an Attempt to explain the Principal Operations of Gardening upon Physiological Prin- 
ciples. By Professor John Lindley, Ph.D. F.R.S. 8vo. with Woodcuts, 12s. cloth. 

LINDLEY.-6UIDE TO ORCHARD AND KITCHEN GARDEN : 

Or, an Account of the most valuable Fruits and Vegetables cultivated in Great Britain : with 
Kalendars of the Work required in the Orchard and Kitchen Garden during every month in the 
year. By G. Lindley, C.M.H.S. Edited by Professor J. Lindley. 8vo. 16s. cloth. 
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LINWOOD -ANTHOLGGIA OXONIENSIS, 

Sive Florilegium e lasibus poeticis diveraornm Oxoniensium Gnecis et Latinu decerptum. 
Carante Guliblmo LinWood, M.A. JSdis Christi Ahimmo. 8vo. Us. cloth. 

LORIMER -LETTERS TO A YOUNG MASTER MARINER 

On some Subjects connected with his Calling^. By the late Charlbs Lorimbr. New Edit. 
Fcp. 8vo. 58. 6d. cloth. 

''*Thi8 edition has been carefulW revised, and some improvementB and additions made to it. Nautical matters 
are not so much the subject or the book as the commercial duties and leiral powers and responsibilities of the master 
mariner, under the critical circumstances in which he may continually find mmsell" Spbctatoa., 

LOUDON.-THE AMATEUR GARDENER'S CALENDAR : 

Being a Monthly Guide as to what should be avoided, as well as what should be done» in a 
Garden in each Month : with plain Rules how to do what is requisite; Directions ibr Laying* 
Out and Plainting Kitchen and Flower Gardens, Pleasure Grounds, and Shrubberies; and a 
short Account, in each Month, of the Quadrupeds, Birds, and Insects then most injuiioos to 
Gardens. By Mrs. Loudon. 16mo.with Wood Engranngs, 7s. 6d. doth. 

LOUDON.-THE LADY'S COUNTRY COMPANION; 

Or, How to Ei\joy a Country lAie Rationally. By Mrs. Loudon, Author of " Gardening for 
Ladies,*' &c. New Edition. Fcp. 8yo. with Plate and Wood EngraTings, 7s. 6d. ckith. . 

LOUDON.-SELF-INSTRUCTION FOR YOUNG GARDENERS, 

Foresters, Bailiffs, Land Stewards, and Fanners ; in Arithmetic, Book-keeping, Geometry. 
Mensuration, Practical Trigonometry, Mechanics, Land-Surveying, Levelling, PlanniAg ana 
Mapping, Architectural Drawing, and Isometrical Projection and Perspective : with Examples 
shewing their applications to Horticulture and Agricultural Purposes. By the late J. C. 
Loudon. With a Portrait of Mr. Loudon, and a Memoir by Mrs. Loudon. 8vo. with Wood- 
cuts, 78. 6d. cloth. 

LOUDON.-AN ENCYCLOPEDIA OF GARDENING : 

Presentinf(, in one systematic view, the History and Present State of Gardening in all Coun- 
tries, and Its Theory and Practice in Great Britain: with the Management of the ELitchen 
Garden, the Flower Garden, Laying-out Grounds, &c. By J. C. Loudon. New Edition, 
enlarged and improved. 8vo. with nearly 1,000 Engravings on Wood, 50s. cloth. 

LOUDON.-AN ENCYCLOPJIDIA OF TREES AND SHRUBS : 

being the ** Arboretum et Fruticetum Britannicum*' abridged : containing the Hardy Trees 




. Loudon. 8vo. with 2,000 Engravings on Wood, d:2. lOs. cloth 

LOUDON.-AN ENCYCLOP JIDIA OF AGRICULTURE : 

Comprising the Theory and Practice of the Valuation, Transfer, Laying-out, Improvement, 
and Management of Landed Property, and of the Cultivation and Economy of the Animal ana 
Vegetable productions of Agriculture : mcluding all the latest Improvements, a general History 
of Agriculture in all Countries, a Statistical View of its prtsent State, with Suggestions for 
its future progress m the British Isles ; and Supplement, bringing down the work to the year 
1844. By J. C. LoOdon. New Edition, 8vo. with upwards of 1,100 Engravings on Wood, 
4^3. 10s. cloth. 

LOUDON.-AN UNCYCLOPJIDIA OF PLANTS : 

Including all the Plants which are now found in, or have been introduced fnto. Great Britain ; 
giving their Natural History, accompanied by such descriptions, engraved figures, and 
elementary details, as may enable a beginner, who is a mere English reader, to duBcover the 
name of every Plant which he may find in flower, and acquire all the information respecting 
it whidi is useful and interesting. By J. C. LopDow. The Specific Characters by an 
Eminent Botanist ; the Drawings by J. D. C. Sowerby. New Edition with Supplement, and 
new General Index. 8vo. with nearly 10,000 Wood Engravings, je3. 13s. fid. cloth. 

LOUDON.-AN ENCYCLOP JIDIA OF COTTAGE, FARM, AND 

VILLA ARCHITECTURE and FURNITURE ; containing numerous Dtsigns,from the Villa 

gthe Cottage and the Farnd, including Farm Houses, Farnreries, and other Agricultural 
oildings ; Country Inns. Public Houses, and Parochial Schools ; with the requisite Fittings- 
' up. Fixtures, and Furniture, and applropriate Ofltees, Gardens^ and Gardett Scenery : each 
Design accompanied by Analytical and Critical R^arks. By J. C. Loudon. New Edition, 
editM by Mrs. Loudon. Sto. irith more than 3,000 Engravings on Wood, jTS; 8s. cloth. 

' d 
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NEW WORKS AND NEW EDITIONS 



LOUDON- HORTUS BRITANNICUS: 

A Catologrue of all the Plants indig^enous to or introdaced into Britain. By J. C. Loudom. 
8d Edition, with a New Supplbmsnt, prepared, under the direction of Mr. LouooM,by 
W H. Baxtbr, and revised by George Don. 8vo. 31s. 6d. cloth. 

LOUDON. -HORTUS LI6N0SIS LONDINENSIS; 

Or, a Catalogue of all the Lifcneons Plants cultivated in the neig^hbonrhood of London. To 
which are added, their usual prices in Nurseries. By J. C. Loudon. 8vo. 7s. 6d. cloth. 

LOW. -ON THE DOMESTICATED ANIMALS OF GREAT 

BRITAIN ; comprehending the Natural and Economical History of the Species and Breeds: 
Illustrations of the Properties of External Form ; and Observations on the Principles and 
Practice of Breeding, by David Low, Esq. P.R.S.E. Professor of Agriculture in the Uni- 
versity of Edinburgii. 8vo. with Engnmngt on Wood, 25s. cloth. 

LOW. -THE BREEDS OF THE DOMESTICATED ANIMALS 

Of Great Britain Described. By David Low, Esq. F.R.S.E. The Plates flrom Drawings by 
W. Nicholson, R.S.A. reduced from a Series of Oil Paintines, executed for the ArricuTtural 
Museum of the University of Edinburgh, by W. Shiels, R.S.A. 2 vols, atlas quarto, with 56 

{Hates of animals, beautifully coloured after Nature, 4^16. 16b. half-bound in morocco.— Or 
n four separate portions, as follows : — 



The OX. With 22 plates, ^e6. 16s. 6d. 
The SHEEP. With 21 plates, ^g^, 16s. 6d. 



The HORSE. With 8 pUtes, j^. 
The HOG. With 5 plates, if 2. 2a. 



LOW.-ELEMENTS OF PRACTICAL AGRICULTURE; 

Comprehending the Cultivation of Plants, the Husbandry of the Domestic Animals, and the 
Economy of the Farm. By D. Low, Esq. F- R.S.E. New Edition, with Alterations and Addi- 
tions, and an entirely new set of above 200 Woodcuts. 8vo. 21s. cloth. 

LOW.-ON LANDED PROPERTY, 

And the ECONOMY of ESTATES ; comprehending the Relation of Landlord and Tenant, 
and the Principles and Forms of Leases ; Farm-Buildings, Enclosures, Drains, Embank- 
ments, and other Rural Works; Minerals i and Woods. By David Low, Esq. F.R.S.E. 
6vo. with numerous Wood Engravings, 21s. cloth. 

LOW.-AN INQUIRY INTO THE NATURE OF THE SIMPLE 

BODIES OF CHEMISTRY. By D. Low, F.R.S.E. Author of " Elements of Practical Agricnl- 
ture," *' A Treatise on Landed Property and the Economy of Estates," " A Treatise on the 
Breeds of the British Domesticated Animals,'' ** The Breeds of the Domesticated Animals of 
Great Britain Illustrated and Described." 2d Edition, enlarged and improved. 8vo. 98. cloth. 

MACAULAY.-THE HISTORY OF ENGLAND FROM THE 

ACCESSION OF JAMES II. By Thomas Babbinoton Macaulat. 5th Edition. 
Vols. 1. and 11. 8vo. S2s. cloth. 

MACAULAY.-CRITICAL AND HISTORICAL ESSAYS CON- 



TRIBUTED to The EDINBURGH REVIEW. 
6th Edition. S vols. 8vo. 866. doth. 



By Thomas Babinoton Macaulat. 



MACAULAY.-LAYS OF ANCIENT ROME. 

With " Ivry'* and ** The Armada." By Thomas Babinoton Macaulat. New Edition. 
16mo. 4b. 6a. cloth ; or 10s. 6d. bound in morocco. 

MR. MACAULAY'S LAYS OF ANCIENT ROME. 

With numerous Illustrations, Original and from the Antique, drawn on Wood by Geoi^ 
Scharf, Jun. and engraved by Samuel WiUiams. New Edition. Fcp. 4to. 21b. boarda ; 
morocco, 42s. 

MACKAY.-THE SCENERY AND POETRY OF THE ENGLISH 

LAKES : a Summer Ramble. By Charles Mackat, Esq. LL.D. Author of " The Thames 
and its Tributaries,'' &c. 8vo. with beautiftil Wood Engravings from Original Sketches. 
14s. cloth. 

MACKINTOSH.-SIR JAMES MACKINTOSH'S MISCELLA- 

NEOUS WORKS ; including his Contributions to THE EDINBURGH REVIEW* Edited 
by RoBBBT Jam*s Mackintosh, Esq. 8 vols. 8vo. 42s. cloth. 
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MACKINTOSH.-THE LIFE OF SIR THOMAS MORE. 

By Sir Jambs Mackintosh. Reprinted from the Cabinet Cyclopaedia. Fcp. 8vo. with 
Portrait, Ss. cloth ; or bound in vellam, Ss. 

M'CULLOCH.-A DICTIONARY, PRACTICAL, THEORETI- 

CAL, AND HISTORICAL, OF COMMERCE AND COMMERCIAL NAVIGATION. Illus- 
trated with Maps and Plans. By J. R. M'Cullooh, Esq. New Edition, (1849), corrected, | 
enlarged, and improved ; with a Supplement. 8vo. 50s. cloth ; or 55s. half- bound in russia. 

*«* The Supplement to the last Edition, published in 1847, may be had separately, price 
4s. 6d. sewed. 

M'CULLOCH.-A DICTIONARY, GEOGRAPHICAL, STATIS- 

TICAL, AND HISTORICAL, of the yarious Countries, Phices, and Princii)al Natural ObJecU 
in the WORLD. By J. R. M'Culloch, Esq. New Edition (1849), revised and enlarged ; 
including new articles on Australia, Austria, the British Empire, France, &c. : in 2 thick and 
closely-printed Volumes, illustrated with 6 large Maps 8vo. j^4. cloth. 

*«* A Supplement to the Edition publishod in 1846 embodies the latest information with 
respect to the Australiau Ck)lonie8, New Zealand, Natal, Labuan, &c. Price Half-a-Crown. 

M'CULLOCH.-AN ACCOUNT, DESCRIPTIVE AND STATIS- 

TICAL, of the BRITISH EMPIRE ; exhibiting its Extent, Physical Capacities, Population, 
Industry, and Civil and Religious Institutions. By J. R. M'Culloch, Esq. New Edition 
corrected, enlarged, and greatly improved. 2 thick vols. 6vo. 42s. cloth. 

M*CULLOCH.-THE LITERATURE OF POLITICAL ECO- 

NOM Y : being a Classified Oitalogue of the principal Works in the different departments of 
Political Economy, with Historicia, Critical, and Biographical Notices. By J. R. M'Culloch, 
Esq. 8vo. I4s. cloth. 

M'CULLOCH.-A TREATISE ON THE SUCCESSION TO 

PROPERTY Vacant by Death: including Inquiries into the Influence of Primogeniture, 
Entails, the Law of Ck>mpulsory Partition, Foundations, &c. over the Public Interests. By 
J. R. M'CuLLOCH, Esq. 8vo. 6s. 6d. cloth. 

M'CULLOCH.-A TREATISE ON THE PRINCIPLES AND 

PRACTICAL INFLUENCE of TAXATION and the FUNDING SYSTEM. By J. R. 
M*CuLLOCH, Esq. 8vo. 10s. cloth. 

MADAME DE MALGUET ! 

A Tale of 1820. 8 vols, post 8vo. 31s. boards. 

MAITLAND.-THE APOSTLES' SCHOOL OF PROPHETIC 

INTERPRETATION : with its History to the Present Time. By Charles Maitland, 
Author of " The Church in the Catacombs. »» 8vo. i2s. cloth. 

*' We have no hesitation in recommending it to the consideration of aU stodviita of the prophetical writings, am 
one of the most raluable works that has ever appeared on the subject." Bkitish Maoaxuib. 

MAITLAND.-THE CHURCH IN THE CATACOMBS : 

A Description of the Primitive Church of Rome. Illustrated by its Sepulchral Remains. By 
Charlbs Maitland. New Edition, corrected. 8vo. with numerous Wood Enj^ravings, 
14s. cloth. 



MARCET.-CONVERSATIONS ON CHEMISTRY ; 

In which the Elements of that Science are familiarly Explained and Illustrated by Experiments, 
By Janb Mabcet. New Edition, enlarged and improved. 2 vols. fcp. 8vo. 148. cloth. 

MARCET.-CONVERSATIONS ON NATURAL PHILOSOPHY; 

lu which the Elements of that Science are familiarly explained. By Janb Marcbt. New 
Edition, enlarged and corrected. Fcp. 8vo. with 23 Plates, 10s. 6d. cloth. 



MARCET.-CaNVERSATIONS ON POLITICAL ECONOMY; 

In which the Elements of that Science are familiarly explained. By Janb Marcbt. New 
Edition revised and enlarged. Fcp. 6vo. 7s. 6d. cloth. 
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MARCET. - CONVERSATIONS ON VEGETABLE PHYSIO- 

LOGY; comprebendinjc the Elements of Botany, with their applicatioii to Agriculture. 
By Jan b M a rcbt. New Edition. Fcp. 8vo. with 4 Plates, 9a. cloth. 

MARCET.-CONVERSATIONS ON LAND AND WATER. 

By Jane Marcet. New Edition, revised and corrected. With a colourea Map, aliewinf 
the comparative altitude of MoanUina. Fcp. 8vo. fts. 6d. cloth. 

THE MARRIAGE SERVICE (ILLUMINATED). 

THE FORM of SOLEMNIZATION of MATRIMONY. From "The Book of Common 
Prayer." Illuminated, in the Missal Style, by Owen Jones. Sq. ISmo.aia. INearlp readjf, 

MARRYAT.-BORNEO AND THE EAST INDIAN ARCHI- 

PELAOO. By Francis S. Marryat, late Midshipman of H.M.8. Samarang. Surveying 



Vessel. With many Drawings of Ck)Stame and Scenery, from Original Sketches made on the 
spot by Mr. Marrvat. Imperial 8vo. with numerous Lithographic Plates and Wood Engrav- 
ings, 81s. 6d. cloth. 



MiRRYAT.-MASTERMAN READY; 

Or, the Wreck of the Pturific. Written fo 
Author of " Peter Simple," &c. 8 vols, fcp 



Or, the Wreck of the Pacific. Written for Young People. By Captain F. MAnnTAT, OB. 
- ~" " " " . 8 vols. fcp. 8vo. with Wood Engravings, 838. «d. doth. 



MARRYAT -THE MISSION ; 

or. Scenes in Africa. Written for Young People. By Captain F. Marrtat, C.B. Author of 
** Masterman Ready," fcc. 2 vols. fcp. 8vo. 12s. cloth. 

MARRYAT. -THE PRIVATEER'S-MAN ONE HUNDRED 

YEARS AGO. By Captain F. Marryat, C.B. Author of " Masterman Ready,*' ftc % yoli* 
fcp. 8vo. 12s. cloth. 

MARRYAT.-THE SETTLERS IN CANADA. 

Written for Toung People. By Captain F. Ma rryat, C.B. Author of ** Masterman Ready," 
&c. New Edition. Fcp. Svo. with 2 Illustrations, 7s. 6d. cloth. 

MATTEUCCI.-LECTURES ON THE PHYSICAL PHJINO- 

MENA OF LIVING BRINGS. B>< Signor Carlo Mattbucci, Professor in the University 
of Pisa. Translated under the superintendence of J. Pereira, M.D.F.R.S. Vice-President ot 
the Royal Medical and Chirurgical Society. 12mo. 9s. cloth. 

MAUNDER.-THE TREASURY OF KNOWLEDGE, 

And LIBRARY of REFERENCE. Comprising an English Grammar: Tables of English 
Verbal Distinctions ; Proverbs, Terms, and Phrases, in Latin. Spanish, French, and I^uian, 
translated ; New and Enlarged English Dictionary ; Directions fbr Pronunciation ; New 
Universal Gazetteer ; Tables of Population and Statistics ; List of Cities, Boroughs, and 
Market Towns in the United Kingdom ; Regulations of the General Post Office; List of Foreign 
Animal, Vegetable, and Mineral Productions ; Compendious Classical Dictionary : Scripture 
Proper Names accented, and Christian Names of Men and Women : with Latin Maxims 
translated ; List of Abbreviations ; Chronology and History; compendious Law Dictionary : 
Abstract of Tax Acts ; Interest and other Tables ; Forms of Epistolary Address; Tables of 
Precedency ; Synopsis of the British Peerage ) and Tables of Numlier, Money, Weights, and 
Measures. By Samuel Maunder. 18tb Edition, revised throughout, and greatly enlarged. 
Fcp. Svo. 10s. cloth ; bound in roan, 12s. 

MAUNDER.-THE SCIENTIFIC & LITERARY TREASURY ; 

A new and popular EncyclopsBdia of Science and the Belles-Lettres ; indudii« all Branches of 
Scioice. and every Subject connected with Literature and Art. The whole writtoi in a fhmiliar 
style, adapted to the comprehension of all persons desirous of acquiring information on the 
subjects comprised in the work, and also adapted for a Manual of convenient Reference to the 
more instructed. ByS. Maunder. New Edition. Fcp. Svo. lOs. cloth ; bound in roan, iss. 

MAUNDER.-THE TREASURY OF NATURAL HISTORY; 

Or, a Popular Dictionary of Animated Nature : in which the Zoological Characteristiei that 
distinguish the different Classes, Genera, and Species are combined with a variety of interest- 
ing Information illustrative of the Habits, Instincts and General Economy of the iUiimal 
Kingdom. To which are added, a Syllabus Gi Practical Taxidermy, and a GkMsaiial 
Appendix. Rmbellished with 000 accurate Engravings on Wood, Aram Drawings made 
expressly for this work. By Samukl Maumobr. New Edition. Fcp. Svo. lOt. dothj bound 
in roan« 12s. 
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MAUNDER.-THE BIOGRAPHICAL TREASURY ; 

Consisting: of Memoirs, Sketches, and brief Notices of above 12,000 Eminent Persons of all Age. 
and Nations, from the Earliest Period of History ; forming a new and complete Dictionary 
of Universal Biog^raphy. By Samuel Maunder. NewEdition, rexised throughout, and 
containing a copious Supplement. Fcp. 8vo. 10s. cloth ; bound in roan. 12s. 

MAUNDER.-THE TREASURY OF HISTORY; 

Comprising a General Introductory Outline of Universal History, Ancient and Modern, and a 
Series of separate Histories of every principal Nation that exists; their Rise, Progress, and 
Present Condition, the Moral and Social Character of their respective inhabitants, their 
Religion, Manners, and Customs, &c. By Samuel Maunder. New Edition. Fcp. 8vo. 10s. 
cloth; bound in roan« 12s. 

MAXIMS AND PRECEPTS OF THE SAVIOUR : 

Being a Selection of the most beautiful Christian Precepts contained in the Four Gospels ; 
illustrated by a series of Illuminations of original character, founded on the Passages— 
''Behold the Fowls of the Air," &c., << Consider the Lilies of the Field," &c. In a rich 
binding, in the style of the celebrated opus Anglicum. Square fcp. 6vo. 218.; or 80s. 
bound in morocco. 

MEMOIRS OF THE GEOLOGICAL SURVEY OF GREAT 

BRITAIN, and of the Museum of Economic Geology in London. Published by order of the 
Lords Commissioners of Her Majesty's Treasury. Royal 8vo. with Woodcuts and 9 large 
Plates (seven coloured), 21s. cloth; and Vol. II. in Two thick Parts, with 63 Plates (three 

coloured), and numerous Woodcuts, 42s. doth, or, separately, 2U. each ParL ^Also, 

BRITISH ORGANIC REMAINS j consisting of Plates of Figures engraved on Steel, with 
descriptive Letterpress, and formmg a portion of the Memoirs of the Geological Survey. 
Decades I. and II. royal 8vo. 28. 6d. each ; or, royal 4to. 4s. 6d. each, sewed. 

MERIVALE.-A HISTORY OF ROME UNDER THE 

. EMPERORS. Book the First, "JuHus Csesar." By the Rev. Charles Mbrivalb. 
2 vols. 8vo. Nearljf ready, 

MILNER -THE HISTORY OF THE CHURCH OF CHRIST. 

By the Rev. Joseph Milner, A.M. With Additions and Corrections by the Late Rev. 
Isaac Milner, D.D. F.R.S. A New Edition, revised and corrected throughout, by the 
Rev. T. Grantham, B.D. Rector of Bramber, and Chaplain to the Xjord Bishop of Kildare. 
4 vols. Svo. j6'2. I2s. cloth. 

THE MIRACLES OF OUR SAVIOUR (ILLUMINATED). 

With rich and appropriate Borders of orig^inal Design, a series of Illuminated Figures of the 
Apostles, from the Old Masters, six Illuminated Miniatures, and other embelliBhments. By 
thelliuminator of the*** Parables." Square fcp. Svo. in massive carved covers, 218.; or 
bound in morocco, 30s. 

MITCHELL-JOURNAL OF AN EXPEDITION INTO THE 

Interior of Tropical Australia, in Search of a Route fh)m Sydney to the Gulf of Carpentaria. 
By Lieut-Colonel Sir T. L. Mitchell. Knt. D.C.L. Surveyor-General of New South 
Wales, and late elective Member of the Legislative Council of that Colony. Svo. with Maps, 
Views, and Engravings of Objects of Natural History, 21s. cloth. 

JAMES MONTGOMERY'S POETICAL WORKS. 

New and only Complete Edition. With some additional Poems, and Autobiographical 
Prefaces. Collected and Edited by Mr. Montoomert. 4 vols. fcp. Svo. with Poitrait, and 
Seven other Plates, 20s. cloth ; or bound in morocco, 36s. 

MOORE.-MAN AND HIS MOTIVES. 

By George Moore, M.D. Member of the Royal College of Physicians, London, &c. ; Author 
or ** The Power of the Soul over the Body," and " The Use of the Body in relation to the 
Mind.'' New Edition. Post Svo. 6s. cloth. 

MOORE.-THE POWER OF THE SOUL OVER THE BODY, 

Considered in relation to Health and Morals. By George Moore, M.D. Member of the 
Royal College of Physicians, London. &c. New Edition. Post Svo. 78. 6d. cloth. 

MOORE.— THE USE OF THE BODY IN RELATION TO THE 

MIND. By Georob Moore, M.D. Member of the Royal College of Physicians* London, 
&c. New Edition. Post Svo. 98. cloth. 



THOMAS MOORE'S POETICAL WORKS ; 

Containing the Author's recent Introduction and Notes. Complete in one voliiiDe, uniform 
with Lord Byron'a and Soutbey*B Poems. With a New Portrait, by George Richmond, and 
a View of the Residence of the Poet. Svo. 218. cloth ; or 4%. bo.ind in morocco. 

*4* Also, an Edition in 10 vols. fcp. 8yo. with Portrait, and 19 Plates, ^n. 10b. cloth} 
bound in morocco. j6'4. 10s. 

MOORE-SONGS, BALLADS, AND SACRED SONGS. 

By Thomas Moorb, Author of " LaUa Rookh/' " Irish Melodies/' &c. First collected 
Edition, uniform with the New Edition of Moore's ** Irish Melodies," and *<Lalla Rookh." 
16mo. with Vignette Title. [/» October. 

MOORE'S IRISH MELODIES. 

New and Cheaper Edition, uniform with the smaller Edition of Mr. Macaulay's ** Lays 
of Ancient Rome." With the Autobiographical Preface from the Collective Edition of 
Mr. Moore's Poetcal Works, and a Vignette by D. Maclise, R.A., Engraved on Wood by 
J. Thompson. 16mo. 6s. cloth ; or las. 6d. bound in morocco, by Uayday. 

MOORE'S IRISH MELODIES. 

With Vignette Title, from a design by Corbould. New Edition. Fcp. Svo. lOs. cloth ; or, 
bound in morocco, 138. 6d. 

MOORE'S IRISH MELODIES. 

Illustrated by D. Maclise, R.A. Imperial Svo. with 161 Steel Plates, ^n. Ss. boards ; or 
i^4. 148. 6d. bound in morocco, by Hayday. Proof Impressions (only 200 copies printed, of 
which a few remain), ^6*6. 6s boards. 

MOORE'S LALLA ROOKH : AN ORIENTAL ROMANCE. 

New and Cheaper Edition, uniform with the smaller Edition of Mr. Macaulay's " Lays 
of Ancient Rome." With the Autobiographical Preface from the Collective fedititm of 
Mr. Moore's Poetical Works, and a Vignette by D. Maclise, R.A., Engraved on Wood by 
J. Thompson. 16mo. 6s. cloth ; or 128. 6d. bound in morocco, by Haydiy. 

MOORE'S LALLA ROOKH : AN ORIENTAL ROMANCE. 

With Four Engravings, ft-om Paintings by WestalU New Edition* Fcp. Svo. 10s. 6d. clotb; 
or, bound in morocco, 14s« 

MOORE'S LALLA ROOKH : AN ORIENTAL ROMANCE. 

With 13 Plates from Designs by Corbould, Meadows, and Stephanoff, engraved under the 
superintendence of Mr. Charles Heath. Svo. 2Is. cloth } morocco, S5s; or, with India Proof 
Plates, 42s. cloth. 

MORELL.-THE PHILOSOPHY OF RELIGION. 

By J. D. Morell, M.A. Author of an Historical and Critical " View of the Speculative Philo- 
sophy of Europe in the Nineteenth Century." Svo. 128. cloth. 

MOSELEY.-THE MECHANICAL PRINCIPLES OF ENGI- 

NEERING AND ARCHITECTURE. By the Rev. H. Mosblby, M.A. F.R.S., Professor of 
Natural Philosophy and Astronomy in King's College, London ; and Author of "Illustrations 
of Practical Mechanics," &c. Svo. with Woodcuts and Diagrams, 24s. cloth. 

MOSELEY.-ILLUSTRATIONS OF PRACTICAL MECHANICS. 

Hy th^ Rev. H. Moselby, M.A., Professor of Natural Philosophy and Astronomy in Kin^s 
College, London ; being the First Volume of the Illustrations of Science by the Professors of 
King's College. New Edition. Fcp. Svo. with numerous Woodcuts, 8s. cloth. 

MOSHEIM'S ECCLESIASTICAL HISTORY, 

Ancient and Modem. Translated, with copious Notes, by Jambs Murdock, D.D. New 
Edition, revised, and continued to the present time, by the Rev. Hbnry Soamkb, M.A. 
4 vols. Svo. 48s. cloth. 

MURE.-A CRITICAL HISTORY OF THE LANGUAGE AND 

LITERATURE OF ANCIENT GREECE, from the Earliest Period to the Death of Solon. 
By William Murb, M.P., of Caldwell. 3 vols. Svo. [In the prug, 

MURRAY. -ENCYCLOPiEDU OF GEOGRAPHY; 

Comprinnga 
Bodies, itani] 

merce. Political 

F.R.8.B. : assisted bypther Writers of eminenBe. New Bdition. evo. witfi 89 Mans, and xtp^ 
wards of 1,000 other Woodcuts, jffS, cloth. 




NEALE.-THE CLOSING SCENE ; 

Or, Christianity and Inildeli'y contrasted in the Last Hours of Remarkable Persons. By the 
Rev. Erskink Nbalb, M. A., Rector of Kirton, Suffolk ; Author of " The Bishop's Dauirhter," 
«* Self-Sacrifice," "The Ufe-Book of a Labourer," &c. New Edition, a vols. fcp. 8vo. 18s. cloth. 
*»* Separately— Vol. I. (First Series), 6s. ; Vol. II. (Second Series), 7s. 

NECKER DE SAUSSURE.-PROGRESSIVE EDUCATION ; 

Or, Considerations on the Course of Life. Translated and abridged ft-om thn French of 
Madame Nbckbr Db Saussurb, by Miss Holland. 8 vols. fcp. 8vo. 19s. 6d. cloth. 
V Separately- Vols. I. and II. 12s. ; Vol. III. 7s. 6d. 

OWEN. - LECTURES ON THE COMPARATIVE ANATOMY 

and PHYSIOLOGY of the INVERTEBRATE ANIMALS, delivered at the Royal College 
of Surgeons in 1843. By Richard Owen, F.R.S. Hunterian Professor to the CoUege. 8vo. 
with nearly 140 Wood Eng^vings. Us. cloth. 

OWEN-LECTURES ON THE COMPARATIVE ANATOMY 

and PHYSIOLOGY of the VERTEBRATE ANIMALS, delivered at the Royal College of 
Surgeons in 1844 and 1846. By Richard Owen, F.R.S. Hunterian Professor to the Couege. 
In 2 vols. Vol. I. 8vo. with numerous Woodcuts, 14s. cloth. 



PARABLES OF OUR LORD (ILLUMINATED). 

Borders, 

Engravers. 



PARABLES of OUR LORD, richlv illuminated, with appropriate Borders, printed in 
Colours and in Black and Gold ; with a Design from one of the early German Engrave 



Square fcp. 8vo. 21s. in a massive carved binding ; or SOs. bound in morocco. 

PARKES.-DOMESTIC DUTIES ; 

Or, Instructions to Young Married Ladies on the Management of their Households, and the 
R^ulation of their Conduct in the various Relations and Duties of Married life. By Mrs. 
W. Parkbs. New Edition. Fcp. 8vo. 9s. cloth. 

PARNELL -A TREATISE ON ROADS, 

Wherein the Principles on which Roads should be made are explained and illustrated by the 
Plans, Specifications, and Contracts, made use of by Thomas Telford, Esq. on the Holynead 
Road. By Sir Henry Parnell, Bart. New Edition, 8vo. with d Plates, 21s. cloth. 

PARROT —THE ASCENT OE MOUNT ARARAT. 

Bt Dr. Friedrich Parrot, Professor of Natural Philosophy in the University of Dorpat, 
Russian Imperial Councillor of State, &c. Translated and Edited by W. D. Cooley, Esq. 
Author of the " History of Maritime and Inland Discovery," &c. 8vo. with a Map by Ar- 
rowsmith, and Woodcuts, 14s. cloth. 

PASCAL'S MISCELLANEOUS WRITINGS : 

Consisting of Correspondence with Relatives and Friends; Letter on the Death of his Father, 
in a complete state, ffom original sources ; Philosophical Treatises ; Discourse on the " Passion 
of Love" (lately discovered) ; Essay on the Art of Persuasion, and Notes on Eloquence and 
Style ; Conversations— On the Condition of the Great, &c. ; detached Thoughts and Notes, 
&c. ; the greater part never before published in this Country, and large portions from 
Original MSS. Arranged and translated from the French Edition of M. P. Faug^re, with 
Introduction, Editorial Notices, Notes, &c. By G. Pbarcb, Esq. Post 8vo. 8s. 6d. cloth. 

PASCAL'S PROVINCIAL LETTERS : 

With an " Essay on Pascal, considered as a Writer and Moralist,'' by M. Villbmain, Peer 
of France, late Minister of Public Instruction, &c. Newly translated from the French, with 
Memoir, Notes, and Appendix, by G. Pbarcb, Esq. Post 8vo. with Portrait, 8s. 6d. cloth. 

PEREIRA -A TREATISE ON FOOD AND DIET : 

With Observations on the Dietetical Regimen suited for Disordered States of the Digestive 
Organs *, aud an Account of the Dietaries of some of the principal Metropolitan and other 
EstabliMments for Paupers, Lunatics, Criminals, Children, the Sick, &c. By Jon. Pbrbira, 
M.D. F.R.S. & L.S. Author of " Elements of Materia Medica.'' 8vo. I6s. cloth. 

PESCHEL.-ELEMENTS OF PHYSICS. 

By C. F. Pbschbl, Principal of the Royal Military Collie, Dresden. Translated from the 
German, with Notes, by E. West. 3 vols. fcp. 8vo. with Diagrams and Woodcuts, 21s. cloth. 

(Part 1. The Physics of Ponderable Bodies. Fcp. 8vo. 78. 6d. cloth. 
Part 2. Imponderable Bodies (Light, Heat, Magnetism, Electricity, and Electro- 
Dynamics). 2 vols. fcp. 8vo. I3s. 6d. cloth. 
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easantly written, crowded with pictnreaqne Bketches by both pen and pencil, and ezhibltB, witih 
omplete review of the past and present relations, complicated enough in their origin and progrcaa 
I, the New Zealand Company, the British Ooremment, and the Mttlers. We hamc not aeea the 



PH1LLIPS.-AN ELEMENTARY INTRODUCTION TO MINE- 

RATX)GY ; compriBinfc aNotfce of the CharacterB, Properties^ and Chemical C o i i atit u tion vi . 
llineraU: with Accounts of the Places and Circumstances in which they are Iband. By 

AViLLiAM Phillips, F.L.S.M.O.S. ice, A New Edition, corrected, enlarg^ed, and imiMrOYe<JU > 

by H. G. Rrookb, F.R.S. ; and W. H. Millbr, M.A., F.R.S., Professor of Mineralo^n^ in i 

the University of Cambridge. Svo. with numerous Wood Engravings. [Intheprett, I 

1 PHILLIPS-FIGURES AND DESCRIPTIONS OF THE 

' PALiEOZOIC FOSSILS of CORNWALL, DEVON, and WEST SOMERSET; observed in ' 

the course of the Orduance Geological Survey of that District. By John Phillips, F.R.8. I 
F.G.S. &c. Published by Order of the Lords Commissioners of H.M. Treasury. 8vo. with 
(K> Plates, comprising very numerous figures, 9s. cloth. 

PLUNKETT.-THE PAST AND FUTURE OF THE BRITISH : 

NAVT. By Captain the Hon. E. Plunkbtt, R.N. Second Edition, corrected and enlarged ; ; 
with Notes, and new Information communicated by several Officers of Distinction. Post 8vo. 
8s. 6d. cloth. 

THE POCKET AND THE STUD ; 

Or, Practical Hints on the Msnagement of the Stable. By Harry Hibovbr. Author of • 
*' Stable-Talk and Table-Talk ; or, Spectacles for Young Sportsmen." Fcp. 8vo. with Portrait ; 
of the Author on his favourite Horse " Harlequin," 5s. half-bound. : 

PORTLOCK.-REPORT ON THE GEOLOGY OF THE COFNTT i 

of LONDONDERRY, and of Parts of Tyrone and Fermanagh, examined and described imder | 

■ the Authority of the Master-General and Board of Ordnance. By J. E. Porti^ook, F.R.S. . 

&c. 8vo. with 48 Plates, 24s. cloth. > 

POWER-SKETCHES IN NEW ZEALAND, 

with Pen and Pencil. By W. Tyrone Power, D.A.CG. From a Journal kept in that < 
Country, Aom July 1846 to June 1848. With 8 Plates and 2 Woodcuts, from Drawuufs made ■ 
on the spot. Post 8vo. 12s. cloth. 

**The book is very pleasantly written, 
brevity and clearness, a complete review of 

between the native tribes, the New Zealan ^ ^ ___^ 

case of New Zealand stated so fairly or so intellisibly'elsewhere. Mr. Power's personal narrative considerably enhances 
the interest and value of his statements. His journeys up rivers and mountains, and in various directions acroa* a 
trackless country, his intercourse with the natives, and the incidents of savage life which every now and then roae upon 
his course, are full of excitement, and bring out in their details an effective picture of the colony." '>t~» 

BSKTLXT'B MlSCai.IU.llT. 

PYCROFT.-THE COLLEGIAN'S GUIDE ; 

Or, Recollections of College Days : setting forth the Advantages and Temptations of an 
University Education. By the Rev. James Pycroft, B.A., Author of " A Course of English 
Reading," &c. Post 8vo. IDs. 6d. cloth. 

PYCROFT.-A COURSE OF ENGLISH READING, 

Adapted to every Taste and Capacity ; with Anecdotes of Men of Letters. By the Rev. 
Jambs Pycroft, B.A. Author of "The Collegian's Guide, &c.*' Fcp. 8vo. 6s. 6a. cloth. 

RANKE'S HISTORY OF THE REFORMATION. 

Translated by Sarah Austin, Translator of Ranke's " History of the Popes." Vols. 1. and II. 
8vo. 30s., Vol. III. 18s., cloth. 

READER.-TIME TABLES 

On a New and Simplified Plan ; to facilitate the Operation of Discounting Bills, and the 
Calculation of Interest on Banking and Current Accounts, &c. : shewing, without OAi.cu- 
LATioN, the Number of Days from every Day in the Year to any oth^E^r Day, for any period 
not exceeding 365 Days. By Thomas Reader. Post 8vo. 148. doth ; or 17s. calf lenored. 

REID. - ILLUSTRATIONS OF THE PRINCIPLES AND 

PRACTICE of WARMING and VENTILATING, with Preliminary Remarks on Health and 
Length of life. By D. B. Reid, M.D. F.R.S.E. 8vo. with Diagrams and Woodcuts, 16s. cloth. 

REST IN THE CHURCH. 

By the Author of " From Oxford to Rome ; and. How it Fared with some who lately made the 
Journey." New Edition. Fcp. 8vo. 6s. 6d. cloth. 

RICH.-THE ILLUSTRATED COMPANION ,T0 THE LATIN 

DICTIONARY AND GREEK LEXICON : forming a Glossary of all the Words representing 
Visible Objects connected with the Arts, Manufactures, and Every-day Life of the Ancients. 
With Representations of nearly Two Thousand Objects from the Antique. By Anthony ' 
Rich, Jun. B.A. late of Caius College, Cambridge Post 8vo. with about 2,000 Woodcuts. 
21s. cloth. 



I 



PUBLISHED BY MESSES. LONGMAN, BROWN, AND CO. 25 



» ^^^^ t^^i^^r ^t ^»^ 1 1^ m 



RICHTER.-LEVANA ; OR, THE DOCTRINE OF EDUCATION. 

Tranglated from the German of Jban Paul Fr. Riohtbr. Poet 8vo. 10s. 6d. cloth. 

RIDDLE -A COPIOUS AND CRITICAL LATIN-ENGLISH 

LEXICON, founded on the German-Latin Dictionaries of Dr. William Freund. fiy the Rev. 
J. E. Riddle, M.A. Author of "A Complete Latin-English and English-Latin Dictionary,*' 
" £cclenagtical Chronology," &c. Post 4to. uniform with "Liddell and Scott's Greek 
Lexicon," ^£'2. 10s. cloth. 

RIDDLE.-A COMPLETE LATIN-ENGLISH AND ENGLISH- 

L.'iTIN DICTIONARY, for the use of Colleges and Schools. By the Rev. J. £. Riddlb, M.A. 
New Edition. 8vo. 31b. €d. cloth. 

Senaratelv k "^^ English-Latin Dictionary, lOs. 6d. cloth. 
2»epara Y^j^^ Latin-EngUsh Dictionary, 21 s. cloth. 

RIDDLE. - A DIAMOND LATIN-ENGLISH DICTIONARY. 

For the Waistcoat-pocket. A Guide to the Meaning, Quality, and right Accentuation of Latin 
Classical Words. By the Rev. J. E. Riddle, M.A. New Edition. Royal 32mo. 48. bound. 

RIDDLE, -ECCLESIASTICAL CHRONOLOGY ; 

Or, Annals of the Christian Church, from its Foundation to the present Time. Containing a 
View of General Church History, and the Course of Secular Events ; the Limits of the 
Church and its Relations to the State; Controversies; Sects and Parties; Rites, 
Institutions, and Discipline, &c. By the Rev. J. E. Riddle, M.A. 8vo. 15s. cloth. 

RIDDLE.-LETTERS PROM AN ABSENT GODFATHER ; 

Or, a Compendium of Religious Instruction for Young Persons. By the Rev. J. £. Riddle, 
M.A. Fcp. 8vo. 6s. cloth. 



RITCHIE.-RAILWAYS : THEIR RISE AND PROGRESS, 

and CONSTRUCTION. With Remarks on Railway Accidents, and Proposals for their 
Prevention. By Robert Ritchie, Esq. F.R.S. S.A. Associate of the Institute of Civil 



and CONSTRUCTION. With Remarks on Railway Accidents, and Proposals for their 

~ ~ ~ ~ "q. F.R.S. S.A. - - - - 

Engineers. Fcp. 8vo. with Woodcut and Diagrams, 9s. cloth. 



RIVERS.-THE ROSE AMATEUR'S GUIDE ; 

Containing ample Descriptions of all the fine leading varieties of Roses, regularly classed in 
their resi>ective Families ; theii* History and mode of Culture. By T. Rivers, Jun. New 
Edition, corrected and improved. Fcp. 8vo. 6s. cloth. 

ROBINSON.-THE WHOLE ART OF CURING, PICKLING, 

AND SMOKING MEAT AND FISH, both in the British and Foreign Modes. With many 
useful Miscellaneous Receipts, and full Directions for the Construction of an economicu 
Drying Chimney and Apparatus, on an entirely New Plan. By James Robinson, Eighteen 
Years a Practical Curer. Fcp. 8vo. 4s. 6d. cloth. 

ROBINSON.-THE WHOLE ART OF MAKING BRITISH 

WINES, CORDIALS, and LIQUEURS, in the greatest Perfection ; as also Strong and 
Cordial Waters. To which is added, a Collection of Valuable Recipes for Brewing Fine and 
Strong Ales, and Miscellaneous Articles connected with the Practice. By James Robinson. 
Fcp, 8vo. 6s. cloth. 

ROGERS.-THE VEGETABLE CULTIVATOR; 

Containing a plain and accurate Description of all the different Species of Culinary Vegetables, 
with the most approved Method of Cuuivating them by Natural and Artificial Means, anci 
the best Modes of Cooking them. Together with a Description of the Physical Herbs in general 
Use. By J. Rogers, Author of '* The Fruit Cultivator." New Edition. Fcp. 8vo. 78. cloth. 



ROWTON.-THE FEMALE POETS OF GREAT BRITAIN, 

Chronologically arranged : with copious Selections, and Critical Remarks. By Fb 
RowTON, Author of "The Debater." Square crown 8vo. 14s. cloth. 



ROWTON.-THE DEBATER ; 

Being a Series of complete Debates, Outlines of Debates, and Questions for Discussion ; with 
ample References to the best Sources of Information on each particular Tc^ic. By Frederic 
RowTON, Author of "The Female Ft)ets of Great Britain." Fcp. Svo. 6«. cloth. 
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SANDBY.-MESMERISM AND ITS OPPONENTS. 

By Oborob &ANDBT, M.A. Vicar of Flixton, Soffolk. New Edition, considerably 
enlarg^ ; with an Introductory Chapter on the Hostility of Scientific and Medical Men to 
Mesmeriam. l&no. 58. cloth ; or in 2 Parts, 2s. each. 

SANDFORD-PAROCHIALIA. 

Or, Church, School, and Parish. Bv John Sandford, B.D. Vicar of Dnnchnrcta, CSiapIain 
to the Lord Bishop of Worcester, anu Rural Dean. 8vo. with Woodcuts, 16b. cloth. 

SANDFORD.-WOMAN IN HER SOCIAL AND DOMESTIC 

CHARACTER. By Mrs. John Sandford. New Edition. Fcp. 8vo. 6s. cloth. 

SANDFORD -FEMALE IMPROVEMENT. 

By Mrs. John Sandford. New Edition. Fcp. 8vo. 7s. cloth. 

SCHLEIDEN.— PRINCIPLES OF SCIENTIFIC BOTANY : 

Or, Botany as an Inductive Science. By Dr. M. J. Schleidbn, Extraordinary ProfesBor of 
Botany in the University of Jena. Translated by Edwin Lankester, M.D. F.R.S. F.L.S. 
Lecturer on Botany at the St. George*s School of Medicine, London. 8vo. with PLateB and 
Woodcuts, 21s. cloth. 

'* We congratulate our readers o the appearance of an EnslUh edition of this remarkable work, hj a gentleman 
•o capable to do IVill justice to it as Dr. Ltankester. It cannot fail to interest deeply all true lotrers of Botanical 
Science, and we believe it will be considered a valuable addition to our botanical literature." 

Jamesoii*s PaiLoaoPBic^r. Jovm»ill. 

SCOFFERN.-THE MANUFACTURE OF SUGAR, 

In the Colonies and at Home, chemically considered. By John Scoffbrn, M.B. Lond. late i 
Professor of Chemistry at the Aldersg^ate Colleg^e of Medicine. 8vo. with lUuBtratioiiB (one 
coloured) 10s. 6d. cloth. I 

SEAWARD.- SIR EDWARD SEAWARD'S NARRATIVE OF 

HIS SHIPWRECK, and consequent Discovery of certain Islands in the Caribbean Sea : with 
a detail of many extraordinary and higfhly interesting: Events in his Life, from 1783 to 1749, as j 
written in his own Diary. Edited by Miss Jane Porter. 3d Edition, with a New Nautical 
and Geographical Introduction. 2 vols, post 8vo. 218. cloth. 

SENIOR.-CHARLES VERNON : 

A Transatlantic Tale. By Lieut.-Colonel Henry Senior. 2 vols, post 8vo. 21b. boards. 

THE SERMON ON THE MOUNT. 

Printed in Gold and Colours, in the Missal style; with Ornamental Borders by Owbn Jowbb, 
Architect, and an illuminated Frontispiece by W. Boxalb, Esq. New Edition. Fcp. 4to. 
in a rich brocaded silk cover, 21s. ; or bound in morocco, by Hayday, 25s. 

SEWELL.— AMY HERBERT. 

By a 1m DY. Edited by the Rev. William Sewell, B.D. Fellow and Tutor of Exeter 
College, Oxford. New Edition. S vols. fcp. 8vo. 9s. cJoth. 

SEWELL.-GERTRUDE. 

A Tale. By the Author of " Amy Herbert." Edited by the Rev. William Sbwbll, B.D. 
Fellow and Tutor of Exeter College, Oxford. New Edition. 2 vols. fcp. 8vo. 9s. clotb. 

SEWELL.-LANETON PARSONAGE : 

A Tale for Children, on the Practical Use of a portion of the Church Catechism. By the 
Author of •* Amy Herbert." Edited by the Rev. W. Sbwell, B.D. Fellow and Tutor of Exeter 
College, Oxford. New Edition. 3 vols. fcp. 8vo. I6e. cioth. 4 

SEWELL. -MARGARET PERCIVAL. 

By the Author of "Amy Herbert." Edited by the Rev. W. Sbwell, B.D. FeXkm and Tutor 
of Exeter College, Oxford. New Edition. 2 vols. fcp. 8vo. 12d. cloth. 

SHAKSPEARE, BY BOWDLER. 

THE FAMILY SHAKSPEARE; in which nomng is added to the Original T^t; but thoBe 
words and expressions are omitted which cannot with propriety be readaloud. By T. Bowdlxr 

Esq.F.R.S. New Edition. 8vo. with 36 Engravings on Wood, from designs by Smirke, Howard' 
and other Artists, 21s. cloth; or, in 8 vols. 8vo. without Illustrations, jti. 148. 6d. bowda ' 
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SHORT WHIST : 

Its Rise, Progress, and Laws ; with Observations to make any one a M^hlst Player; containing 
also the Laws of Pi(iuet, Castino, Ecart^, Cribba^e, Backgammon. By M^or A * * * * *. 
New Edition. To which are added. Precepts for Tyros. By Mrs. B * ♦ * *. Fcp. 8vo. 8s cloth. 

THE GOOD SHUNAMMITE. 

From the Holy Scriptures. With Six Original Designs by A. Klein, and an Ornamental 
Border toeach page, in the Missal style, by L. G kuner, printed in Colours and Gold. Square 
fcp. 8vo. 21s. in massive carved covers ; or 30s. bound in morocco. 

SINCLAIR.-S1R EDWARD GRAHAM ; 

Or, Railway Speculators. By Catherine Sinclair, Author of "Modem Accomplish- 
ments," &c. 3 vols, post 8vo. INearly ready. 

SINCLAIR. -THE BUSINESS OF LIFE. 

By Catherine Sinclair, Author of "The Journey of Life," "Modem Society," "Jane 
Bouverie," &c, 2 vols, fcap 8vo. 10s. cloth. 

" The authoress has succeeded in impartinit to reflections of a strongly religious nature the charms of litezary 
embellishment. Thefc essays or reflections will be found full of interest, as well as of iBstructive matter. Mias 

I Smclair has brought all the resources of a richly stored and highly cultivated mind to bear upon the subject of 

rrl<eion ; and has executed her task with so much good taste, feeUng, and judgment, that no one caa read the work 

I without deriving pleasure as well as instruction bom the perusal "— Sundat Tikeb. 

I SINCLAIR.-THE JOURNEY OF LIFE. 

' By Catherine Sinclair, Author of " The Business of Life," " Modern Society," " Jane 

Bouverie," &c. New Edition, corrected and enlarged. Fcp. Svo. Ss. cloth. 

SINNETT.— BYWAYS OF HISTORY, 

From the Twelfth to the Sixteenth Century. By Mrs. Percy Sin next. 3 vols, post 8vo. 
18s. cloth. 

SIR ROGER DE COVERLEY. 

From the Spectator. With Notes and Illustrations, and Engravings on Wood firom Deaignis 
by Frederick Taylbr, Member of the Society of Painters in Water Colours. [Nearly ready, 

THE SKETCHES : 

Xhree Tales. By the Authors of "Amy Herbert," "The Old Man's Home," and "Hawk- 
stone." New Edition. Fcp. 8vo. with 6 Plates, 88. cloth. 

SMITH.-TIIE WORKS OF THE REV, SYDNEY SMITH; 

Including his Contributions to THE EDINBURGH REVIEW, PETER PLYML^'S 
LETTERS, and other Miscellaneous Writings. New Edition, with Additions. SyoIb. 8to. 
with Portrait, 368. cloth. 

SMITH.— SERMONS PREACHED AT ST. PAUL'S CATHE- 

dral, the Foundling Hosi)ital, and several Churches in London; together with others 
addressed to a Country Congregation. Jiy tbe late Rev. Sydney Smith, Canon Residentiary 
of St. Paul's Cathedral. 8vo. las. cloth. 

SMITH.-SACRED ANNALS; . 

Or, Researches into the History and Relijifion of Mankind, ft-om the Creation of the World to 
the Death of Isaac : deduced from the Writings of Moses and other Inspired Authors, copiously 
illustrated and confirmed by the Ancient Records, Traditions, and Mythology of tbe Heathen 
World. By George Smith, FA.S. Crown 8vo. lOs. cloth. 

*«* Vol. II. comprising the History and Religion of the Hebrew People, from the Origin 
of the Nation to the time of Christ, is nearly ready, 

SMITH.-THE RELIGION OF ANCIENT BRITAIN HISTORI- 

CALLY CONSIDERED: or, a Succinct Account of the several Religious Systems which have 
obtained in this Island from the Earliest Times to the Norman Conquest : including an Inves- 
tigation into the Early Progress of Error in the Christian Church, the Introduction of the 
Gospel into Britain, and the State of Religion in England till Popery had gained the ascen- 
dancy. By Georoe Smith, F.A.S. New Edition. 8vo. 7s. 6d. cloth. 

SMITH.-PERILOUS TIMES ; 

Or, the Aggressions of Antichristian Error on Scriptural Christianity, considered in reference 
to the Dangers and Duties of Protestants. By Geo. Smith, F.A.S. Fcp. 8vo. 6s. cloth. 
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SMITH.-THE VOYAGE AND SHIPWRECK OF ST. PAUL : 

with Denertations on the Sources of the Writings of St. Lake, and the Ships uid Navintloa 
of the Antients. By James Smith, Esq. of Jordan Hill, F.R.S. 8vo. with Views, Charts, 
and Woodcuts, 14s. cloth. 

SOAMES.-THE LATIN CHURCH DURING ANGLO-SAXON 

TIMES. By the Rev. Hbnry Soambs, M.A., Editor of" Moshdm's Institues of Bcclesaas- 
tical History.'' 8to. Us. cloth. 

SOME PASSAGES FROM MODERN HISTORY. 

By the Author of " Letters to My Unknown Friends," and « Twdve Years A/j^o." Vcp. 8vo. 
(Ss. 6d. cloth. 

Contents :--1. Catharine at the Battle of the Pruth ; 2. The Death of Sir Philip Sidney; 
S. Some Passafires Aom "La Rentre^ Glorieuse"; 4. Maria Theresa at Presbnrgr : 5. The 
English Column at the Battle of Fontenoy ; 6. The Rainbow at Praj^e ; 7. The Death of 
Gustavus Adolphus ; 8. The Queen's Prayer ; 9. The Execution of Louis XVI. ; 10. Tlie 
Sleep of Ar^le. 

THE SONG OF SONGS, WHICH IS SOLOMON'S. 

From the Holy Scriptures. Beinj? the Six Chapters of the Book of the Sonff of Solomon, 
richly illuminated, in the Missal Style, by Owen Jones. iSlegantly bound in relievo leather. 
Imperial 16mo. ais. 

SONGS, MADRIGALS, AND SONNETS : 

A Gathering^ of some of the most pleasant Flowers ot i 'Id English Poetry. Set in borders of 
coloured Ornaments and Vignetts. Square fcp. 8vo. 10s. 6d. ornamental boards ; or 17s. 
bound in morocco by Uayday. 

ROBERT SOUTHEY'S COMPLETE POETICAL WORKvS ; 

Containing all the Author's last Introductions and Notes. Complete in One Volume, with 
Portrait and View of the Poet's Residence at Keswick, uniform with Byron's and Moore's 
Poems. Sto. 21s. cloth ; or 42s. bound in morocco. 

*4* Also, an Edition in 10 vols. fcp. Svo. with Portrait and 19 Plates, ^e2, 10s. cloth ; bound in 
morocco, i^4. 10s. 

SOUTHEY.— SELECT WORKS OF THE BRITISH POETS, 

From Chaucer to Withers. With Biographical Sketches, by R. South ey, LL.D. Svo. 30s. 
cloth ; with gilt edges, 31s. 6d. 

SOUTHEY.-THE LATE MR. SOUTHEY'S COMMON-PLACE 

BOOK. Edited by his Son-iu-Law. the Rev. John Wood Warter. First Series, comprising 
CHOICE PASSAGES, Moral, Religious, Political, Philosophical, Historical, Poetical, and 
Miscellaneous ; and COLLECTIONS for the History of Manners and Literature in England. 
Forming a volume complete in itself. With a medallion Portrait of Southey. Square crown 
Svo. IBs. cloth. 

** Such a collection of ' Choice Passages' we have nerer previously met with. They are drawn from works of all rlannco 
and from every age of onr literature, and bespeak an acquaintance, at once minute and comprehensive, with the whole 
range of English authorship. It is a book to be taken up for the hour, and the more frequently its companionship is 
sought the higher will be the opinion formed of its vast treasures. An ample Index is happily supplied, which serves the 
purpose of a sKilfnl guide in what would otherwise be a trackless though rich wilderness. The literateur and tbt seaeral 
reader will be alike gratified by its pages , in which wit and logic, humour and grave discourse, poetry and science, the 
ikcta of history and the lessons of philosophy, are happily minglecTin due proportions."— £c lectio Rb vibw. 

%« The Second Series, being SPECIAL COLLECTIONS, is in the prut. 

SOUTHEY.-THE LIFE AND CORRESPONDENCE OF THE 

LATE ROBERT SOUTHEY. Edited by his Son, the Rev. Chari.es Cuthbert Southbt, 
M.A. Post Svo. ilntkepreu. 

SOUTHEY.-THE DOCTOR, &c. 

By the late Robert Southbt. Complete In One Volume. Edited by the Author's Son-in- 
Law. the Rev. John Wood Warter. With Portrait, Vignette Title-page, and Bust of the 
Author. New Edition. Square crown Svo. 21s. cloth. 

SOUTHEY.-THE LIFE OF WESLEY; 

And Rise and Progress of Methodism. By Robert South by, Esq. LL.D. New Edition, with 
Notes by the late Samuel Tbylor Coleridge, Esq., and Remarks on the Life and Character ot 
John Wesley, by the late Alexander Knox, Esq. Edited by the Rev. Charles Cuthbert 
South by, A.M. Curate of Cockermouth. 2 vols. Svo. with 2 Portraits, 28s. cloth. 
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STABLE TALK AND TABLE TALK ; 

or, SPECTACLES for YOUNG SPORTSMEN. By Habrt Hibotbe. New Edition. 
2 VOI0. 8vo. with Portrait, 248. cloth. 

STEEL'S SHIPMASTER'S ASSISTANT ; 

Compiled for the ase of Merchants, Owners and Masters of Ships, Officers of Customs, and all 
Persons connected with Shipping^ or Commerce : containin^if the Law and Local Reg[mations 
affecting the Ownership, Charge, and Management of Ships and their Cargoes \ together with 
Notices of other Matters, and all necessary information for Mariners. New Edition, rewritten 
throughout. Edited by Graham Willmorb, Esq. M.A. Barrister-at-Law ; Gborob 
Clbments, of the Customs, London; and William Tatb, Author of "The Modem Cunbist." 
8vo. 28s. cloth ; or, 29s. bound. 

STEPHEN-ESSAYS IN ECCLESIASTICAL BIOGRAPHY. 

By the Right Hon. Sir Jambs Stbphbn, K.C.B. 2 vols. 8vo. 24s. cloth. 

" At a complete treasury of biography of men whose lives deserve to be known, we heartily recommend these 
volumes to all who can adinire talent, love healthy reading, and are desirous, not only of rich amusement, but of 
being ftirnished with instruction worth the remembering." Cbuach amd Statb Oauttb. 

STEPHEN.-HISTORY OF THE EPISCOPAL CHURCH OF 

SCO^fLAND, from the Reformation to the Present Time. By Thomas Stbphbn, Author of 
'* The Book of the Constitution," " Spirit of the Church of Rome," &c. 4 vols. 8vo. with 24 
highly-finished Portraits engraved on steel, 32s. cloth. 

STEPHENS. -A MAl^UAL OF BRITISH COLEOPTERA, 

or. BEETLES: containing a Description of all the Species of Beetles hitherto ascertained to 
inhabit Great Britain and Ireland, &c. With a Complete Index of the Genera. By J. F. 
Stbphbns« F.L.S. Author of " Illustrations of Entomology." Post 8vo. 148. cloth. 

THE STUD, FOR PRACTICAL PURPOSES AND PRACTICAL 

MEN: being a Guide to the Choice of a Horse for use more than for show. By Harry 
H I BOVER, Author of " Stable Talk and Table Talk." Uniform with the " The Pocket and the 
Stud." With Two Plates, one representing " A pretty good sort for most purposes ;" the 
other " * Rayther* a bad sort for any purpose." Fcp. 8vo. 5s. half-bound. 

*' a useftil guide, not only to the practised buyer and seller of horse flesh, but to a person who intends to be a 
p- rchaser only on some special occasions. It will guard him against many a fraud, if it does not quite put him up to 
the good points ; and after the perusal of this little volume it would be difficult for the knowing ones to take him in. 
Before buying a horse, therefore, we would advise all our readers to procure and peruse this volume : they will save 
the cost ten times over in the bargain." CniTic. 

THE SUITOR'S INSTRUCTOR IN THE PRACTICE OF THE 

COUNTY COURTS : containing all the Information necessary for Conducting or Defending 
a Suit ; the Fees payable on each Step ; Definitions of the Legal Terms used in the Proceeding^ ; 
an Abstract of the Act of Parliament ; the Rules of Practice, Sic. &c. Also, a District Directory, 
giving the Names of all the Streets (and the number of Houses in each Street) which form the 
Boundaries of the Metropolitan Districts, made from an actaal Perambulation around each ; 
and a List of the Country Districts. By a County Court Assistant Clerk. 12mo. 4s. 6d. cloth. 

SWAIN.-ENGLISH MELODIES. 

By Charlbs Swain, Author of " The Mind, and other Poems." Fcp. 8vo. 6s. cloth. 

"A volume of lyrics which will be read with avidity.... The liversity of subjects — ^the harmony of rhythm— the 
feeling and kindliness of heart — the pathos manifested — must render uiis book deservedly popular. There is in 
numters of the songs a striking originality that cannot fail to charm the reader and rivet his attention." 

SUHDAT TIKB8. 

TATE. -THE CONTINUOUS HISTORY OF THE LIFE AND 

WRITINGS OF ST. PAUL, on the basis of the Acts ; with Intercalary Matter of Sacred 
Narrative, supplied from the Epistles, and elucidated in occasional Dissertations : with the 
Hone Paulinie of Dr. Paley, in a more correct edition, subjoined. By Jambs Tatb, M.A. 
Canon Residentiary of St. Paul's. 8vo. with Map, 13s. cloth. 



TAYLER.-MARGARET ; 



Or, the Pearl. By the Rev. Charlbs B. Taylbr, M.A. Rector of St. Peter's, Chester, Author 
of ** Lady Mary ; or. Not of the World," &c. New Edition. Fcp. 8vo. 68. cloth. 



TAYLER.-LADY MARY; 



Or, Not of the World. By the Rev. Charlbs B. Taylbr, Rector of St. Peter's, Chester; 
Author of *' Margaret, or the Pearl," &c. New Edition, with a Frontispiece engraved by J. 
Absolon. Fcp. 6vo. 68. 6d. cloth. 
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TAYLOR-LOYOLA : AND JESUITISM IN ITS RUDIMENTS. 

By Isaac Ta YLom, Aatbor of " Natural History of Knthiisiasm," Ac. Poit 8to. lOa, 0d. doth. 

** Varioai books on tiuliriduiil JrtniU, or on the conntitationt of their order, have lately appeared, but aefliiac at all ap- 
proaching in interest or naerit to hoytiia : and Jrtuitinn in it$ Buditnentt. ... a book toat must be earaftflly read bj 
any one who withea to form a true idea of Loyola, and an idea of Jeftuitinxn." — SrECTATua. 

«Mr. Taylor has thrown together, with the powerftdsrasp of his mind, the principal CTtnta and elmmutaaea* vUA 

E« riae to the institution of the Jesuit order, and sketched out the character of its founder with anaatariy hand. AfUr aB 
trash that has been written on the suhieet of late, it is refreshing to turn over the pages of a work in whirh tba aaMect 
la handled with the dignity and aererity of tmtfi which its importaaea and the character of hlatory alika dtmaad." 

JoBii Bvu. 

THIRL WALL.-THE HISTORY OF GREECE. 

By the Rif^ht Rev. the Lord Bishop of St. David's (the Rev. Connop Thirlwall). A Neir 
Edition, revised ; with Notes. Vols. I. to V. 8vo. with Maps, S6«. cloth. To be completed 
in 8 volumes, price 12s. each. [Vol. VI, nearly ready, 

*« Wa are jrtad to raccive another voliune of this edition of Bishop Thirlwall's * Hiaton,' and are anita aatisfled, on n 
inspection oflts contents, at the delay wliich has occnrmi in its appearance. The work u one of which English adiohkr- 
ship may well be proud— uniting HOund erudition witli elegant taste^ an intimate knowledge of the ao nr cea of Greek 
hi>tory, witli a dikcriminatinit judgment, and a very felicitous style of composition. Haring repeatedly eapraaaed our 
opinion on its merits, we shall nut now make any attempt at elaborate criticism. . . . We know of no claaaieal hiatorj wfaiefa, 
as a whole, is ••o entitled to approval and admiration. Hishop Thirlwall his evidently spared no paina to perfect the work, ! 
and he will have his reward in tl>e permantnt hold it must take on the public mind.... The present worit ia «p to tha j 
requirements of the scholan«hip of the day. It is erudite without l>eing dry, and liberal without scepticism. It beapcaks . 
the learning of a scliular and the monners of a grntleman. and constitutes a record of the past, from idiich tha atisdaat 
and the philoaopher of our day may gain an instrucUve insignt into the character and inatitanons of the Orecka.** i 

EcLscTio Bamw. I 

*»* Also, an Edition in 8 vols. fcp. 8vo. with Vijpiette Titles, ^n, 88. doth. 

THOMSON'S SEASONS. . i 

Edited by Bolton Cornry, Esq. Illustrated with Seventy-seven Designs drawn ou Wood, ^ 

by Members of the Etching^ Club. Eng^raved by Thompson and other eminent Eniprmvers. ! 

Square crown 8vo. uniform with ''Goldsmith's Poems,'' 21s. cloth; or, bound in morocco, j 

by Hayday, 36s. [ 

THOMSON'S SEASONS. ! 

Edited, with Notes, Philosophical, Classical, Historical, and Biographical, by Anthony 
Todd Thomson, M.D. F.L.S. Fcp. 8vo. 7s. 6d. cloth. 

THOMSON.-THE DOMESTIC MANAGEMENT OF THE SICK 

ROOM, necessary, in Aid of Medical Treatment, for the Cure of Diseases. By Anthony 1 
Todd Thomson, M.I). F.L.S. Professor of Materia Medica and Therapeutica, and of 
Forensic Medicine, in University College, London. New Edition. Post 8vo. IO0. 6d. cloth. 

THOMSON.-TABLES OF INTEREST, 

At Three, Four, Four-and-a-Half, and Five per Cent., firom One Pound to Ten TboiiMnd, and 
from One to Three Hundred and !?ixty-five Days, in a regular profinression of single Days; 
with Interest at all the above Rates, from One to Twelve Months, and fh)m One to l^n Years. 
Also, numerous other Tables of Exchanges, Time, and Discounts. By John Thomson, 
Accountant. New Edition. l2mo. 88. bound. 



THOMSON.-SCHOOL CHEMISTRY ; 

Or, Practical Rudiments of the Science. By Robrrt Dundas Thomson, M.D. Matter in 
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formerly in the Medical Service of the Honourable East India Company. Fep. 8vo. with 
Woodcuts, 78. cloth. 

THOMSON-EXPERIMENTAL RESEARCHES ON THE FOOD 

of ANIMALS and the FAriENINO of CATTLE: with Remarks on the Food of Man. By 
Robert Dundas Thomson, M.D. Author of " School Chemistry ; or, Practical Rudiments 
of the Science." Fcp. 8vo. 5s. cloth. 

THE THUMB BIBLE ; 

Or, Verbum Sempitemum. By J. Taylor. Being an Epitome of the Old and New Testa- 
ments in English Verse. Printed from the Edition of 1693, by C. Whittinghao, Chiawii^ 
64mo. 18. 6d. bound and clasped. 

TOMLINE.-AN INTRODUCTION TO THE STUDY OF THE 

BIBLE: containing Proofs of the Authenticity and Inspiration of the Holy Sknipfturait 
a Summary of the History of the Jews; an Account of the Jewish Sects; md a brief 
Statement of the Contents of the several Book s of the Old and New Testaments. By Gborgb 
Tomline, D.D. F.R.8. New Edition Fcp. 8vo. 5s. 6d. cloth. 
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With reference to the Causes of their principal Variations, from the year 1793 to the year 
1S38, inclusive. Preceded by a Sketch of the History of the Com Trade m the last Two Cen- 
turies, fiy Thomas Tooke, Esq. F.R.S. 3 vols. Svo. j6^. 8s. cloth. 

TOOKE.-THE HISTORY OF PRICES, AND OF.THE STATE 
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of " The History of Prices, from 1792 to 1838." By T. Tooke, Esq. F.R.S. Svo. 18s. cloth. 

TOWNSEND.-THE LIVES OF TWELVE EMINENT JUDGES 

of the LAST and of the PRESENT CENTURY. By W. Charles Townsbnd, Esq. M. A. 
Recorder of Macclesfield ; Author of " Memoirs of the House of Commons." 2 vols. Svo. 
28s. cloth. 

TURNER -THE HISTORY OF ENGLAND, 

From the Earliest Period to the Death of Elizabeth. By Sharon Turner, Esq. F.A.S. 
R.A.S.L. New Editions. 12 vols. Svo. its. Ss. cloth.— Or, separately, 

THE HISTORY of the ANGLO-SAXONS. 3 vols. Svo. ^2. 5s. boards. 

THE HISTORY of ENGLAND during^ the MIDDLE AGES. 6 vols. Svo. j^S, bds. 

THE HISTORY of the REIGN of HENRY VIII. 2 vols. Svo. 268. boards. 

THE REIGNS of EDWARD VI., MARY, and ELIZABETH. 2 vols. Svo. 32s. bds. 

TURNER.-THE SACRED HISTORY OF THE WORLD, 

Attempted to be Philosophically considered, in a Series of Letters to a Son. By Sharon 
Turner, F.S.A. and R.A.S.L. New Edition, edited by the Rev. Sydney Turner. 3 vols, 
post Svo. 3U. 6d. cloth. 

DR. TURTON'S MANUAL OF THE LAND AND FRESH- 

WATER SHELLS of the BRITISH ISLANDS. A New Edition, thoroughly revised and with 
considerable Additions. By John Edward Gray, Keeper of the Zoolo^cal Collection in 
the British Museum. Post Svo. with Woodcuts, and 12 Coloured Plates 15s. cloth. 

TWELVE YEARS AGO : A TALE. 

By the Author of ** Letters to my Unknown Friends." Fcp. Svo. 68. 6d. cloth. 

TWINING.-ON THE PHILOSOPHY OF PAINTING : 

A Theoretical and Practical Treatise ; comprising jGsthetics in reference to Art— the Appli- 
cation of Rules to Painting -and i>eneral Observations on Perspective. By H. Twining, Esq. 
Imperial Svo. with numerous Plates and Wood Engravings, 21s. cloth. 

URE.-DICTIONARY OF ARTS, MANUFACTURES, & MINES ; 

Containing a clear Exposition of their i*rinciples and Practice. By Andrew Ure, M.D. 
F.R.S. M.G.S. M.A.S. Lond.; M. Acad. N.L. Philad. •, 6. Ph. Soc. N. Germ. Hanov. ; Mulii. 
&c. &c. New Edition, corrected. Svo. with 1,240 Engravings on Wood, 50s. cloth.— Also, 

SUPPLEMENT of RECENT IMPROVEMENTS. New Edition. Svo. with Woodcuts, 146. cloth. 

VON ORLICH.- -TRAVELS IN INDIA; 

IncludingScinde and the Punjab,in 1842 and 1643. By Capt.LsopoLD Von Orlich. lYanslated 
from theGermna, by H. Evans Lloyd, Esq. 2 vols. Svo. with coloured Frontispieces, and 
numerous Illustrations on Wood, 25s. cloth. 

WALFORD.-THE LAWS OF THE CUSTOMS, 

Compiled by Direction of the Lords Commissioners of Her Mfyesty's Treasury, and published 
under the Sanction of the Commissioners of Her Majesty's Customs ; with Notes and a 
General Index. Edited by J. G. Walford, Esq. Solicitor for the Customs. Svp. 10s. 6d. cloth. 

WALKER.-CHESS STUDIES; 

Comprising One Thousand Gaines of Chess, as really played by ibfi first Chess Flayers ; 
formmg a complete Encyclopfediaof Reference, and presenting the greatest Collection extant 
of fine specimens of strategy in every stage of the Game. Selected and arranged by George 
Walkjbr, Author of ** Chess made Easy," &c. Svo. 10s. 6d. sewed. 



WALKER.-ELEMENTA LITUR6ICA ; 

Or, the Churchinan*8 Mirror, for the Scholastic Study of the Book of Ck)mmon Fmyer. By 
G. A. Walker, A.M., of Christ College, Cambridjj^e. New Edition, entirely rearranged ana 
considerably enlarged. Fcp. 8vo. 48. &. doth. 

WARDLAW -DISCOURSES ON THE PRINCIPAL POINTS 

OF THE SOCINIAN CONTROVERSY— the Unity of God, and the Trinity of Persons in the 
Godhead ; the Supreme Divinity of Jesus Christ ; the Doctrine of the Atonement ; the Christian 
Character, &c. By Ralph Warolaw, D.D. New Edition, 8vo. 15s. cloth. 

WATERTON.-ESSAYS ON NATURAL HISTORY, 

Chiefly Ornithology. By Charles Watekton, Esq., Author of ** Wanderings in South 
America." With an Autobiography of the Author, and Views of Walton Hall. New 
Edition. 2 vols. fcp. 8vo. 14s. 6d. cloth. 

*«* Separately— Vol. I. (First Series), 8s.; Vol. II. (Second Series), 6s. 6d. 

WEBSTER -AN ENCYCLOPJIDIA OF DOMESTIC ECONOMY; 

Comprising such subjects as are most immediately connected with Housekeeping : aik llie 
Construction of Domestic Edifices, with the modes of Warming, Ventilating, and Lighting 
them— A description of the various articles of Furniture, with the nature of their Materials- 
Duties of Servants, &c. &c. &c. By Thomas Webster, F.G.S. ; assisted by the late Mrs. 
Parkes. New Edition. 8vo. with nearly 1,000 Woodcuts, 60s. cloth. 

WESTWOOD.-AN INTRODUCTION TO THE MODERN 

CLASSIFICATION OF INSECTS j founded on the Natural Habits and compounding Organi- 
sation of the different Families. By J. O. Wbstwood, F.LS. &c. &c. &c. a vols. 8vo. with 
numerous Illustrations, £2. 7s. cloth. 

WILBERFORCE-A PRACTICAL VIEW OF THE PREVAIL- 

ING RELIGIOUS SYSTEMS of PROFESSED CHRISTIANS, in the Higher and Middle 
Classes in this Country, contrasted with Real Christianity. By Wm. Wilbbrforcb, Esq. 
M.P. New Edition. 8vo. 8s. boards.— Also, an Edition in fcp. 8vo. price 4s. 6d. cloth. 

LADY WILLOUGHBY'S DIARY. 

So much of the Diary of Lady Willoughby as relates to her Domestic History, and to the 
Eventful Period of King Charles the First, tne Protectorate, and the Restoration (1635 to 1663). 
Printed, ornamented, and bound in the style of the period to which The Diary refers. New 
Edition. In Two Parts. Square fcp. 8vo. 8s. each, boards ; or 18s. each, bound in morocco 
by Hayday. 

WILSON. -THE LANDS OP THE BIBLE VISITED AND 

DESCRIBED, in an Extensive Journey undertaken with special reference to the promotion 
of Biblical Research and the advancement of the Cause of Philanthropy. By John Wilson, 
D.D. F.R.S. Honorary President of the Bombay Branch of the Royal Asiatic Society, &c. 
2 vols. 8vo. with Maps and numerous Illustrations, ^6*1. 16s. cloth. 

WOOD.-A PRACTICAL TREATISE ON RAILROADS, 

And Interior Communication in General ; containing numerous Experiments on the Powers 
of the Improved Locomotive Engines, and Tables of the comparative Cost of Conveyance on 
Canals, Railways, and Turnpike Roads. By Nicholas Wood, Memb. Inst. Civ. Eng. &c. 
New Edition. 8vo. with Plates and Woodcuts, 31s. 6d. cloth. 

WOODCOCK.-SCRIPTURE LANDS : 

Being a Visit to the Scenes of the Bible. By the Rev. W. J. Woodcock, St. Agnes, Nassan, 
New Providence. With 4 coloured Plates. Post 8vo. 10s. 6d. cloth. 

'* This is a very entertaining journal. The author landed at Beyrout, and passine through Damascns and Tiberias 
to Jerusalem, from thence diverged to the most remarkable places in the Holy Land To uiose who take an intarest 
in the present circtunstances of Judaea we can safely recommend this Tolume. The author's views of the traditions of 
the holy places are quite those which we should take ourselves." Baxtzsr HaoAniiB. 

ZUMPT'S GRAMMAR OF THE LATIN LANGUAGE. 

Translated and adapted for the use of English Students, with the Author's sanction and 
co-operation, by Dr. L. Schmitz, F.R.S.E., Rector of the High School of Edinbnivlit 
with copious Corrections and Additions communicated to Dr. Schmitz, for the authorued 
English Transhition, by Professor ZUHPT. New Edition, corrected. 8vo. 148. cloth. 
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